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1.0  GENERAL 


1.1  Introduction 


A  particular  configuration  or  system  of  electrical  and  electronic 
components  or  subsysteias  is  said  to  be  electromagnetically  compatible  wnen 
the  performance  of  any  component  is  not  degraded  by  the  simultaneous  opexa- 
tion  of  any  other  component  or  groups  of  components  in  that  or  nearby 
systems.  It  is  desirable  to  predict,  in  the  design  stages  of  a  system, 
whether  any  incompatibility  is  likely  to  occur,  or  the  conditions  under 
which  it  is  likely  to  occur.  The  results  can  then  be  used  in  designing 
the  system. 

To  predict  compatibility,  one  must  know  for  each  system  component 
the  electromagnetic  interference  level  at  that  component  at  which  its 
performance  begins  to  be  degraded  as  a  function  of  the  desired  signal  level. 
The  ratio  of  the  actual  value  of  the  latter  to  the  former  is  called  the 
compatibility  or  "protection"  margin.  If  it  is  greater  than  unity  for  all 
system  components,  the  system  is  said  to  be  compatible.  If  it  is  less  than 
unity  for  a  particular  pair  of  components,  then  performance  degradation 
will  occur. 

The  level  of  interference  at  a  particular  component,  which  we 
designate  the  "susceptor",  depends  upon  the  level  produced  by  the  source 
of  interference  and  the  coupling  between  the  source  and  that  component. 

The  level  at  which  the  susceptor's  performance  is  degraded  depends  on  the 
characteristics  of  the  susceptor  itself.  Thus,  to  predict  compatibility 
margins  one  must  have  models  for  interference  sources,  susceptors,  and  the 
couplings  between  them. 

This  report  appears  in  two  parts.  It  is  the  purpose  of  Part  I  to 
develop  appropriate  models  applicable  to  non-antenna  coupled  interference, 
and  to  determine  the  conditions  under  which  they  should  be  applied.  The 
emphasis  is  on  EMC  phenomena  at  frequencies  below  about  1  MHz,  but  the 
discussion  is  applicable,  in  principle,  at  higher  frequencies  as  well. 

Part  II  discusses  the  prediction  methodology,  in  which  extensive  use  is 
made  of  the  models  discussed  in  Part  I. 

1.2  Classification  of  Mechanisms 


The  mechanisms  by  which  interference  is  coupled  from  the  source  to 
the  susceptor  can  be  classified  as  follows  (see  Fig.  1).  Althougli  non- 
antenna-coupllng  mechanisms  are  of  primary  consideration,  the  techniques 
discussed  can  also  be  applied  to  antenna-coupling  mechanisms. 

(a)  Radiation  from  source  case  to  susceptor  case  and  cables 
[(1)  and  (2)  in  Fig.  1]. 

(b)  Radiation  from  source  cables  (especially  the  power  cable) 
to  susceptor  case  and  cables  [(3)  and  (4)]. 

*Not(’:  This  report  is  basically  a  revision  of  a  report.  Systems  Electromagnetic 

Compatibility  Evaluation,  originally  published  in  1973.  It  contains  much 
reorganization  of  material  and  changes  in  a  number  of  the  original  models. 

Sec  Ref.  11. 
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(c)  Direct  conduction  from  source  to  susceptor  via  a  common 
conductor,  for  example,  the  power  line  (5). 

In  all  cases,  the  undesired  signal  is  presumed  to  originate  within 
the  source.  In  (a)  it  is  radiated  directly  from  the  source  enclosure, 
while  in  (b)  and  (c)  the  source  is  presumed  to  generate  the  undesired 
signal  in  the  form  of  currents  on  the  conductors  connected  to  it.  The 
undesired  signal  presents  itself  at  the  susceptor  either  in  the  form  of 
an  electric  or  magnetic  field  at  the  susceptor  case,  or  as  a  voltage  on 
the  cables  connected  to  the  susceptor. 

2.0  MODEL  DEVELOPMENT 

In  order  to  compute  protection  margins,  either  actual  data  or 
models  for  levels  and  coupling  mechanisms  are  required.  The  use  of  models 
(to  the  extent  that  they  are  valid)  avoids  the  necessity  for  gathering 
large  amounts  of  statistical  data.  Such  models  must  be  validated,  at 
least  sufficiently  to  provide  predictions  in  which  one  can  have  a  high 
level  of  confidence.  Of  course,  in  any  given  case,  where  the  predicted 
margin  is  marginal  or  negative,  there  is  no  substitute  for  properly 
measured  data. 

2.1  Technical  Considerations 


2.1.1  Bandwidth 


In  interference  prediction  work,  it  is  convenient  to  analyze 
phenomena  that  occur  as  a  function  of  frequency.  Thus,  in  characterizing 
sources,  one  uses  a  frequency  spectrum  presentation  of  the  emission  level. 
The  type  of  presentation  depends  upon  the  character  of  the  source.  If 
the  source  has  a  dominant  output  at  a  particular  frequency,  or  frequencies, 
this  output  must  be  presented  as  a  current  or  voltage  level  at  those 
particular  frequencies.  In  that  case,  the  dimensions  are  amperes  or  volts. 
On  the  other  hand,  the  spectrum  may  be  continuous  such  as  obtained  with  a 
pulse  or  a  series  of  pulses  and  these  pulses  are  repeated  at  random  times 
and  have  random  amplitudes.  Then  the  spectrum  must  be  specified  in  terms 
of  a  level  (such  as  volts  or  amperes)  per  unit  frequency  range. 

Electrical  waveforms  can  also  be  characterized  in  the  time  domain. 
The  two  characterizations  are  related,  of  course,  by  the  Fourier  transform 
tn.  Thus,  in  theory,  by  knowing  the  form  of  the  pulse  in  either  domain 
the  form  in  the  other  may  be  found.  In  practice,  however,  the  computation 
of  Fourier  transforms  can  be  laborious,  especially  since  in  the  frequency 
domain  both  amplitude  and  phase  information  are  necessary.  If  measurements 
are  to  be  made  on  broadband  sources  it  would  appear  to  be  most  convenient 
to  have  information  from  both  domains,  in  particular: 

1.  Time  domain:  peak  value  and  rise  time  (or  maximum  slope), 
duration. 
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2.  Frequency  domain; 


a)  spectrum  amplitude  as  a  function  of  frequency  (peak  value 
in  a  reference  bandwidth:  yT/MHz,  yA/kHz,  etc.) 

b)  levels  at  discrete  frequencies. 

Frequency  domain  measurements  may  be  difficult  in  the  case  of 
single-occurrence  transients  or  transients  occurring  at  a  low  average 
repetition  rate.  In  such  cases  a  complete  time  domain  description  might 
be  obtained  with  transient  recording  devices  such  as  an  image  retention 
oscilloscope,  and  then  the  Fourier  transform  applied  to  it  to  obtain 
frequency  domain  information. 

2.1.2  Pulse  Spectra 

A  useful  model  for  a  pulse  is  the  simple  trapezoid  shown  in  Fig.  2. 
Its  spectrum  is  [1]: 


S(f)  =  2AT 


sin  iffT 
irfT 


sin  TTfX 
irfT 


(1) 


wnere  f  is  the  frequency  in  Hz,  T  and  T  are  in  seconds,  and  S(f)  is  in 
the  units  of  A  per  Hz. 


The  sinusoidally  varying  terms  in  (1)  make  the  spectrum  difficult 
to  plot  precisely.  It  is  perhaps  more  useful  to  plot  the  loci  of  the 
maximum  values  versus  f,  and  this  is  done  in  Fig.  3.  If  A  is  in  volts 
the  ordinate  values  are  in  units  of  volt-seconds  or  volts  per  Hertz. 


As  examples  of  broadband  conducted  interference  sources,  the 
spectra  of  a  data-processing  system  clock  pulse  and  the  MIL-STD-1399 
2500  V  line  transient  are  presented  in  Fig.  4.  These  spectra  are  taken 
from  Ref.  [2].  The  duration,  T,  used  in  computing  these  spectra  was  that 
above  10%  of  the  peak  value  of  the  pulse.  In  the  trapezoidal  pulse,  the 
duration  is  that  above  the  50%  level.  To  convert  non-trapezoidal  pulses 
to  a  trapezoidal  equivalent,  the  duration  T  would  be  chosen  such  that 

area  of  pulse  =  peak  value  x  T  (trapezoidal  equivalent) 


2.1.3  Coupling  Models 

There  are  three  major  types  of  coupling  models — one  for  conduction, 
another  for  magnetic  coupling,  and  the  third  for  electric  coupling.  For 
conduction  a  four-terminal  network  model  is  used  in  which  current  is 
Injected  in  the  input  terminal  pair,  causing  a  voltage  to  appear  at  the 
output  terminal  pair.  The  ratio  of  the  output  voltage  to  the  input  current 
is  defined  as  the  transfer  impedance  of  the  network.  Such  coupling  net¬ 
works  can  be  used  for  both  differential-mode  and  common-mode  propagation 
mechanisms  for  two-conductor  lines,  such  as  single-phase  power  lines. 
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In  the  magnetic  coupling  '  model,  the  voltage  Is  Induced  In  the 
susceptor  as  a  consequence  of  Faraday's  law,  which  relates  the  Induced 
voltage  to  the  rate  of  change  of  the  magnetic  flux  density  in  a  closed 
loop.  The  coupling  between  a  source  and  a  susceptor  is  dependent  upon 
the  nature  of  the  source  and  the  dimensions  of  both  the  source  and  the 
susceptor,  as  well  as  the  distance  between  them.  If  the  distance  is  large 
compared  \7ith  the  dimensions  of  either,  a  dipole  model  generally  can  be 
applied;  that  is, the  source  is  represented  as  a  dipole  of  a  specified 
strength  in  ampere-meters^  and  susceptor  is  represented  as  a  loop  inter¬ 
cepting  a  total  flux  (|).  The  coupling  varies  as  the  reciprocal  third  power 
of  the  distance  between  the  equivalent  source  dipole  and  the  susceptor 
loop.  In  cases  where  the  separation  between  the  magnetic  source  and  the 
susceptor  is  not  large  compared  with  their  dimensions,  it  is  not  possible, 
in  general,  to  conveniently  separate  the  coupling  model  into  three  parts, 
namely,  the  source,  the  susceptor  and  the  coupling  between  them.  However, 
in  subsequent  discussion,  typical  sources  and  susceptors  will  be  described, 
but  the  coupling  factors  may  appear  in  the  same  discussions. 

In  the  case  of  electric  coupling,  one  can  theoretically  define 
models  which  are  the  analog  of  those  for  magnetic  coupling.  However, 
electric  coupling  is  usually  not  very  significant  and  dipole  models  are 
not  very  realistic  for  the  following  reasons; 

a)  Since  cabinets  on  most  devices  are  good  conductors,  currents 
flow  on  them  and  the  effective  dipole  sources  or  susceptors  have  dimensions 
which  are  not  small  compared  with  cabinet  separations. 

b)  Since  the  cabinets  have  good  conductivity,  as  do  shields  on 
cables,  there  is  substantial  attenuation  of  electric  fields  before  they 
reach  sensitive  circuits. 

For  these  reasons,  very  little  attention  is  given  to  electric 
coupling  in  this  report. 

2 . 2  Conducted  Emissions 

Many  conducted  interference  sources  may  be  modeled  by  a  simplified 
two-terminal  Norton  equivalent  circuit  as  shown  in  Fig.  5.  The  two  terminals 
in  this  representation  correspond  to  either  the  two  active  conductors  of  a 
two-conductor  power  or  signal  line  operating  in  the  "differential"  mode, or, 
if  operating  in  the  "common  mode"  a  single  wire  "equivalent"  for  these  two 
conductors  and  a  ground  connection  or  ground  plane.  The  impedances  Zg  and  Zl 
are  the  equivalent  source  and  load  impedances,  respectively,  in  the  differential 
or  common  mode  configuration.  Ig  and  are  the  source  short-circuit  current 
and  the  current  flowing  in  the  load  Z^,  respectively,  and  constitute  a  complete 
characterization  of  a  "linear"  source.  However,  Ig  and  Zg  may  be  a  function 
of  the  source  operating  conditions  and  may  be  a  function  of  the  load  if  the 
source  itself  is  "nonlinear."  The  source  can  also  be  characterized  by  the 
Thevenin  equivalent  in  which  the  open-circuit  voltage 


appears  in  series  with  and  the  terminals  (T) . 
2.2.1  Source  Measurements 


Although  a  knowledge  of  both  Ig  and  Zg  is  necessary  to  characterize 
a  source,  explicit  measurement  is  usually  made  only  of  Ig.  Zg  is  not 
usually  known.  Values  of  Zg  are  frequently  "inferred"  in  using  source 
data  or  a  value  of  Zg  is  assumed,  e.g.  Zg  =  “  (in  other  words,  the  measured 
source  current  is  assumed  to  flow  under  all  loading  conditions). 

In  the  following  we  describe  some  typical  sources.  We  consider 
those  that  may  be  important  in  the  frequency  range  below  about  100  kHz. 

In  this  range  the  major  emissions  are,  directly  or  indirectly,  due  to  the 
power  frequency  current  and  its  harmonics,  active  sources  such  as  sonar 
and  VHF  transmitters,  and  switching  transients. 

2.2.2  Nonlinear  Power  Line  Loads 


Nonlinear  loads  in  60  and  400  Hz  power  circuits  can  generate  large 
harmonic  components  up  to  several  hundred  amperes  that  fall  in  the  same 
frequency  range  as  some  sensitive  low-frequency  electronic  equipment. 

The  harmonic  levels  depend  on  the  loads  connected  to  the  power  line,  and 
on  the  degree  of  nonlinearity  in  the  load.  Rectifier  power  supplies  are 
typical  sources  [3]. 

For  a  supply  having  a  large  inductive  filter  on  the  secondary  side, 
the  current  Ig  in  the  line  at  any  harmonic  present  is  determined  by  the 
relation : 


1=^1  (rms  values)  (3) 

where  Ij^  is  the  rms  value  of  the  fundamental,  and 
Ijj  is  the  rms  value  of  the  n^^  harmonic 

Values  of  specifying  which  harmonics  are  present,  are  given  by; 

n  =  s.q  +  1,  s.  =  1,  2,  3,...  (4) 

where  q  is  the  pulse  number  associated  with  the  particular  rectifier 
configuration  being  considered. 

For  example,  a  simple  wye-wye  transformer  connection  with  a  midpoint  diode 
configuration  has  a  q  value  of  three;  and  a  delta-wye  transformer  with  a 
bridge  diode  configuration  has  a  q  value  of  six. 

In  practice,  relation  (4)  applies  at  best  only  for  low-order 
harmonics,  e.g.  5  or  7,  and  above  that  for  various  reasons  the  current  falls 
off  with  harmonic  order  at  a  faster  rate. 
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A  comparison  of  the  levels  predicted  by  1/n  and  1/n  models  with 
harmonic  levels  actually  measured  is  shown  on  Fig.  6.  A  detailed  discussion 
of  the  model  for  conducted  line  harmonic  level  calculation  is  given  in 
Ref.  [4], 


In  the  absence  of  further  information,  it  is  recommended  that 
harmonics  be  assumed  to  vary  as  the  (-1)  power  of  the  frequency  out  to 
the  5th  harmonic  and  the  (-1.5)  power  above  that. 

The  1/n^  decrement  is  maintained  up  to  the  frequency  range  at  which 
measured  emissions  cease  to  be  characterizable  as  power  line  harmonics. 
Available  data  appear  to  indicate  that  this  occurs  at  frequencies  above 
about  100  kHz.  In  this  range,  therefore,  it  seems  reasonable  that  a 
transition  should  occur  to  a  limit  that  is  constant  for  all  devices.  The 
level  of  this  limit  could  be  the  level  of  the  present  MIL-STD-461  limit 
at  the  high  frequency  end. 

2. 2. 2.1  Simplified  Model 

In  order  to  get  order  of  magnitude  estimates  of  voltage  levels, 
one  can  use  the  simplified  model  shown  in  Fig.  7.  Here  the  total  nonlinear 
load  is  represented  by  the  resistance  R  and  the  total  inductance  of  the 
generator  and  line  connecting  it  to  the  point  at  which  harmonic  levels 
are  desired  is  represented  by  L  .  In  such  a  circuit,  assuming  harmonic 
current  levels  fall  off  as  1/n,  where  n  is  the  harmonic  number,  the  voltage 
levels  for  the  harmonics  that  appear  are  constant  out  to  a  certain  harmonic 
number  and  fall  off  as  1/n  at  higher  harmonic  numbers.  The  result  is 
given  in  graphical  form  in  Figs.  8  and  9  for  60  Hz  and  400  Hz  circuits, 
respectively,  and  for  Ll  =  50  yH.  In  using  these  curves  foi  low  orders 
of  n,  one  follows  the  horizontal  dotted  line  corresponding  to  the  total 
line  current,  out  to  the  intersection  with  the  sloping  (1/n)  curve,  and 
then  follows  the  sloping  curve.  For  other  values  of  inductance,  the 
horizontal  dotted  line  is  raised  or  lowered  in  proportion  to  the  change 
from  50  yH. 

2.2.3  Common-Mode  Emission 


To  estimate  common-mode  current  emission  levels  requires  knowledge 
of  the  power  cable  circuit  configuration  and  the  location  and  size  of  line- 
to-ground  capacitors.  A  three-phase  ungrounded  system  is  shown  in  Fig.  10. 
Boxes  1  and  2  represent  single-phase  loads  placed  on  two  different  phases 
of  the  line.  The  capacitors  represent  intentional  filter  or  stray  capaci¬ 
tances  between  the  power  line  and  the  load  cabinets  connected  to  the  ground 
plane  or  common  safety  "ground"  wire. 


The  common-mode  current  l^.  would  then  be  equal  to  the  llne-to-llne 
voltage  Vgc  divided  by  the  capacitive  reactance  of  and  Cl2  series: 


I 

c 


2Trf 


"li  " 


L2 

L2 


•  V 

ac 


(5) 


-  11  - 


CP  '^uojano  Tu^uourEpun.,: /^uojuno  OTUoma-GH  -  (  j)l/(j)l  ®^3oi  os 


-  12  - 


Frequency,  Hz 


Figure  7  Simplified  Model  of  Current  Generotor  Characteristics 


Harmonic  Voltages  Predicted 


Predicted  on  a  1 15  V  ,  400  Hz  Line  When  L|_=  50  fJLH 


At  the  frequencies  of  the  power  line  harmonics,  may  be  obtained 
from  the  model  described  in  the  previous  paragraph  or  estimated  more  accura¬ 
tely  using  Ref.  [A]. 

Thus,  common-mode  current  at  low  order  harmonics  will  rise  with 
frequency  initially  at  20  dB/decade,  and  then  level  off  and  remain  constant 
or  fall  off  with  harmonic  order  according  to  whether  the  current  generated 
falls  off  with  frequency  at  1/f  or  l/f^. 

To  estimate  the  order  of  magnitude  of  the  common-mode  current,  con¬ 
sider  Cli  and  ~  0.05  pF,  corresponding  to  the  common  case  of  RF  bypass 
capacitors  on  the  power  line  input  to  a  receiver.  Then  the  series  capacitance 
CliCl2  =  (1/2)  X  0.05  =  0.025  pF,  and 

I  =  2Tr  X  25  10“^  X  f  X  V 

c  ac 

-  0.15  f  milliamperes  (6) 

for  V  =  1  V 
ac 

and  f  in  kHz 

As  a  practical  matter,  the  linear  rise  in  I  with  frequency  is  limited 
to  those  frequencies  below  the  break  point  in  Figs. ^8  or  9.  Above  this  fre¬ 
quency  the  current  would  tend  to  remain  constant  or  decrease  with  frequency. 

2. 2. 3.1  Model  for  Estimating  Common-Mode  Current  Associated  with  Power 


A  3-phase  circuit  is  assumed  and,  initially,  3-phase  loads.  Also, 
it  is  assumed  that  there  are  a  sufficient  number  of  filtered  loads  connected 
into  the  system  so  that  they  are,  overall,  effectively  balanced  so  that  the 
ground  plane  or  structure  assumes  a  potential  near  the  neutral  point  of  the 
3-phase  supply.  If  this  is  not  actually  true,  it  is  not  considered  that  it 
would  significantly  alter  the  conclusions  derived  here. 

In  accordance  with  this  model,  the  line-to-neutral  voltage  is  assumed 
to  be  equal  to  the  line-to-llne  voltage  divided  by  the  square  root  of  3. 

Then,  for  a  capacitance  C,  one  would  expect  to  obtain  a  current 

V 

I  =  U)C 

In  each  capacitor.  In  a  perfectly  balanced  filter  with  all  the  C's  identical 
on  all  of  the  phases,  the  total  structure  current  would  add  up  to  zero.  How¬ 
ever,  it  has  been  stated  that  typical  capacitors  have  considerable  tolerance 
(as  much  as  35%)  so  that,  in  general,  one  can  expect  a  net  unbalanced  filter 
current  1^  of  approximately  1/3  of  the  current  flowing  in  a  single  capacitor. 


,  I  =  - L-  (7) 

^  3/T" 

I 

j  b)  Effects  of  Multiple  Filters 

When  several  filters  appear  on  the  same  line,  they  will  each  produce 
currents  which  should  be  summed  to  obtain  the  total  current  that  will  flow 
on  that  line.  Just  how  these  currents  will  distribute  themselves  on  the 
cables  leading  to  the  equipments  connected  to  such  a  line  depends  upon  the 
exact  configuration.  However,  the  current  in  one  load  will  not  necessarily 
be  in  the  same  phase  as  that  in  another,  since,  with  a  3-phase  load,  the 
phase  of  the  current  will  depend  on  which  capacitor  is  connected  to  which 
phase. 


Figure  11  shows  10  loads  connected  to  a  common  line.  The  total 
current  to  the  structure  must  add  to  zero  if  no  other  loads  with  filters 
are  involved. 


To  simplify  the  argument,  we  assume  that  the  currents  in  Individual 
loads  will  have  phases  distributed  at  random.  With  random  phasing,  the 
currents  add  as  the  square  root  of  the  number  of  filters;  that  is,  9  filters 
(having  the  same  values  of  capacitance)  will  produce  a  total  current  approxi¬ 
mately  equal  to  3  times  the  current  produced  by  a  single  load.  It  is  quite 
conceivable  that  this  total  current  could  be  impressed  upon  a  susceptible 
device,  say  the  10th  load  sIioto  on  Fig.  11.  At  first  glance,  one  might 
conclude  that  this  result  contradicts  Eq.  7.  On  reflection  it  can  be  con¬ 
cluded  that  what  really  happens  is  that  in  a  closed  circuit  of  this  kind 
an  adjustment  in  the  structure  potential  occurs  which  enables  the  total 
structure  current  to  add  to  zero,  but  which  causes  currents  in  individual 
loads  to  well  exceed  the  level  calculated  by  Eq.  7. 

Thus,  with  multiple  loads  we  can  expect  the  maximum  structure 
current  Impressed  on  a  susceptible  load  to  be  given  by: 


I 

s 


3^T' 


(8) 


where  n  is  the  number  of  loads  (having  about  equal  capacitance  values). 

Thus,  for  the  sake  of  calculations,  we  assume  that  9  loads  are  representative 
and  that,  therefore,  Eq.  8  becomes: 


I 

s 


uiC 


(9) 


c)  Estimated  Currents 

Table  I  gives  the  estimated  structure  currents  for  llne-to-ground 
capacitors  of  0.02  pF  (as  called  for  in  prcsi  u  ''RIDENT  specifications)  and 
1.25  pF  (this  value  has  been  found  Installed  in  a  number  of  TRIDENT  equipments). 
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TABLE  I  PREDICTED  COMMON-MODE  CURRENT  (mA) 


Harmonic 

1 

5 

7 

11 

13 

38 

L-G 

Cap 

(yF) 

Frequency 

(kHz) 

0.4 

2.0 

2.8 

4.4 

5.2 

15.2 

Voltage 

120 

5.0 

B 

B 

B 

0.2 

0.02 

Current, mA 

3.5 

0.72 

0.88 

1.072 

1.17  ! 

1 

0.22 

2.5 

Current,mA 

220 

45 

55 

67 

73  j 

15 

For  the  voltage  levels,  we  assume  the  following.  At  400  MHz,  the  line-to- 
line  voltage  is  120  volts.  At  the  5th  harmonic,  the  line-to-line  voltage 
is  assumed  to  be  5  volts  and  varies  by  the  inverse  square  root  of  frequency 
for  components  to  the  13th.  At  VLF  (15  kHz)  the  line-to-line  voltage  is 
assumed  to  be  0.2  volts.  These  values  are  roughly  in  accordance  with 
values  predicted  theoretically  and  measured  experimentally. 

The  values  of  structure  current  for  a  maximum  llne-to-ground 
capacitance  of  0.02  yF  are  seen  to  be  of  the  order  of  1  mA.  At  400  Hz, 

5  mA  is  a  reasonable  expectation.  However,  if  the  line-to-ground  capaci¬ 
tance  is  1.25  yF,  several  hundred  mA  may  be  expected. 

d)  Single-Phase  Loads 

For  a  single-phase  load,  we  adopt  an  analysis  slightly  different 
from  the  one  given  in  Ref.  [5].  In  particular,  here  we  have  two  capacitors 
connected  in  series  across  one  phase  of  the  3-phase  system  with  their 
center  point  connected  to  neutral.  In  this  case,  the  current  flowing  in 
each  capacitor  is  given  by: 


I  = 


V 

L  a)C 

/T 


(10) 


When  the  current  through  the  second  capacitor  is  added  vectorially  to  that 
in  the  first  capacitor,  one  obtains  a  resultant  current  which,  in  fact,  has 
a  magnitude  equal  to  that  given  by  Eq.  10,  as  shown  in  Fig.  12.  Assume 
the  two  capacitors  are  equal  with  a  value  of  C  yF  and  placed  from  phases 
A  and  B  to  neutral. 


The  current  the  capacitor  on  phase  A  has  a  vector  value 

J  u)C.  Similarly,  that  for  phase  B  has  the  current  shown.  The 
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net  current  the  same  magnitude  as  that  due  to  either  capacitor 

alone.  Thus,  it  may  be  noted  that  a  single-phase  filter  will  produce  three 
times  as  much  current  as  a  3-phase  filter  having  the  same  line-to-ground 
capacitance.  Conceivably,  this  current  could  be  more  important  than  that 
from  3-phase  filters.  For  the  time  being,  we  assume  that  single-phase 
filters  are  less  than  1/3  as  numerous  as  3-phase  filters,  and,  therefore, 
will  contribute  less  structure  current  than  3-phase  filters. 

2.3  Radiated  Emissions 

Radiated  fields  from  power  lines  and  cables  arise  directly  or 
Indirectly  from  the  above  conducted  emissions. 


The  basic  model  for  direct  magnetic  field  radiation  from  equipment 
cases  is  a  magnetic  dipole  of  moment  Mj„.  For  an  infinitesimal  source 
the  magnetic  field  strength  at  a  distance  r  is  given  by  (in  spherical 
coordinates) 


where 


«e  = 


M  . 

m  ( 

-  ^  + 

Att  \ 

er 

2M  B^ 
m 

/  1 
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f  =  frequency,  Hz  (s 


8 


c  =  velocity  of  light  =  3  x  10  meters/s,  and 


M  =  dipole  strength,  (A-m  ) 
m 


For  Br  <<  1,  the  magnetic  field  strength  is 


«9  = 


M  sin  9 
m _ 

,  3 

Airr 


(12) 


2M  cos  9 
m _ 

,  3 

Airr 


For  example,  if  r  <  20  meters  and  f  <  1  MHz,  it  Is  sufficiently  accurate  to 
model  the  magnetic  field  strength  as  falling  off  as  (1/r)^. 
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The  magnitude  of  the  maximum  magnetic  flux  density  is  given  in 
terms  of  the  maximum  magnetic  field  strength  and  the  dipole  strength  by 

y  |M  I 

|B|  =  |h!  =  (13) 

2Ttr 

[In  making  predictions,  we  ignore  the  significance  of  the  angle  6  in 
Eq.  11  in  order  to  simplify  calculations.  As  a  matter  of  fact, the  probability 
that  the  susceptor  will  be  oriented  to  respond  to  a  null  direction  of  the 
field  is  quite  small.  Furthermore,  retaining  such  directional  Information 
and  including  it  in  the  calculations  requires  complications  that  cannot  be 
justified  practically. ]  If  the  flux  density  B'  is  measured  at  a  distance 
r',  then  the  magnitude  of  the  flux  density  at  any  other  distance  from  a 
small  dipole  is  found  by 


The  magnetic  dipole  model  is  generally  valid  at  distances  from 
the  center  of  the  source  large  compared  with  the  maximum  dimensions  of 
the  source. 


2.3.1  Loop  Emission 


If  the  distance  to  the  magnetic  source  is  not  large  compared  with 
its  maximum  dimensions,  a  still  simple,  but  frequently  adequate,  source 
model  is  a  current  loop.  The  equations  for  the  field  from  a  loop  are 
fairly  complex  off  the  axis  of  the  loop;  however,  an  asymptotic  approxi¬ 
mation  may  be  used  to  estimate  the  worst  case  field.  In  the  follov;ing  we 
continue  to  assume  the  distances  involved  are  small,  i.e.  the  distance 
from  the  point  of  interest  to  the  magnetic  source  current  or  dipole,  and 
the  frequency  are  such  that  Br  «  1.  Accordingly,  only  the  "static" 
magnetic  field  components  have  to  be  considered. 


To  demonstrate  the  nature  of  variations,  we  make  use  of  exact 
calculations  of  a  model  of  a  magnetic  source  consisting  of  a  circular  loop 
of  wire  of  radius  ag.  Figure  13  shows  the  variation  of  the  flux  density 
as  a  function  of  distance  measured  from  the  center  of  the  loop  in  the  two 
directions  which  represent  the  extremes  that  one  would  find,  namely,  in  a 
direction  in  the  plane  of  the  loop  and  in  a  direction  along  the  axis  of 
the  loop.  At  large  distances  the  flux  density  varies  inversely  as  the 
cube  of  the  distance  in  both  directions  with  that  along  the  axis  being  6  dB 
higher  than  that  in  the  loop  plane.  At  close  distances  the  flux  density  is 
lowest  along  the  axis  of  the  loop  and  approaches  an  asymptotic  value  that 
depends  upon  the  loop  radius,  being  (for  loops  of  equal  dipole  strength) 
lower  for  loops  having  the  larger  radii.  For  a  direction  in  the  plane  of 
the  loop  the  flux  density  increases  rapidly  without  limit  as  the  position 
approaches  the  location  of  the  actual  loop  conductor.  Figure  14  shows  the 
same  information  as  shown  on  Fig.  13  except  normalized  with  respect  to  the 
loop  radius  a. 
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Figure  14  Normollzed 


As  a  practical  matter,  it  should  be  recognized  that  (1)  in  the 
usual  device  it  is  generally  not  possible  to  get  closer  to  the  effective 
loop  than  the  loop  radius  itself,  and  (2)  that  the  measurement  is  made  with 
a  loop  of  finite  diameter  and  therefore,  will,  in  fact,  average  the  flux 
density  over  the  loop  area.  Because  of  these  factors  it  is  considered 
reasonable  to  expect  that  the  actual  value  of  the  flux  density  at  any 
distance  R  from  the  effective  center  of  the  dipole  will  lie  between  the 
two  straight  lines  shown  on  Fig.  14  which  are  drawn  coincident  with  the 
actual  lines  at  large  distances.  In  any  event,  one  would  not  expect  it  to 
exceed  the  upper  curve.  Thus,  a  prediction  of  coupling  based  upon  the 
upper  curve  should  provide  us  with  a  conservative  estimate  of  any  possible 
interaction  effects  due  to  a  source  of  this  type. 

Very  close  to  a  loop,  in  the  plane  of  the  loop,  the  field  is 
similar  to  that  of  a  long  straight  conductor,  or 


B  =  ,  r  «  d 

2TTr  ’ 


(15) 


where  r  =  distance  from  nearest  point  on  circumference  of  loop,  and 
d  =  diameter  of  loop.  Farther  from  the  loop,  it  acts  like  a  magnetic 

dipole  of  moment  —  I. ,  so  that  the  maximum  flux  density  is,  by  Eq.  13 
above 


y  I.d^ 

B  =  —  ,  r  »  d 

8r-^ 


(16) 


The  asymptotes  (15)  and  (16)  are  plotted  in  Fig.  15  for  various  values 
of  d. 


On  the  axis  of  the  loop,  close  to  the  loop,  B  is  constant  with  r 
and  is  given  by 


^o^L 

B  =  — —  ,  r  «  d,  on  axis 


(17) 


This  value  of  B  for  one  value  of  d  is  plotted  also  in  Fig.  15  for 
comparison. 


2.3.2  Typical  Source  Characteristics 
2 . 3 . 2 . 1  Power  Conductor  Loops 

One  magnetic  field  source  at  low  frequencies  is  constituted  of 
the  power  conductors  Inside  an  equipment  cabinet.  As  an  example,  we  could 
consider  that  the  two  conductors  of  a  single-phase  power  circuit,  after 
entering  the  cabinet,  separate  and  run  in  opposite  directions  within  the 
cabinet  before  closing  at  a  transformer,  switch,  or  otlier  device.  If  we 
assume  the  cabinet  is  3  ft  square,  we  could  approximate  the  field  generated 
as  that  from  a  circular  loop  2.5  ft  in  diameter.  Thus,  the  flux  density 


generated  would  correspond  to  a  curve  on  Fig,  15  for  d  =  0.76  meter. 

At  distances  beyond  about  0.76  m  the  flux  density  falls  off  as  1/r^. 

Closer  it  falls  off  as  1/r^  or  less,  depending  on  how  closely  one  approaches 
an  actual  conductor.  Along  the  axis  of  the  actual  loop,  the  maximum  flux 
density  would  be  12  dB  above  a  microtesla  for  each  ampere  of  current. 

One  should  note,  however,  that  since  the  field  of  concern  is  that  external 
to  the  cabinet,  one  is  prevented  by  the  cabinet  from  approaching  the  actual 
loop  at  a  distance  such  that  the  Inverse  cube  law  ceases  to  apply.  Also, 
one  should  be  cautious  in  assuming  a  loop  area  equal  to  the  maximum  possible. 
Such  a  design  is  not,  of  course,  good  practice  from  an  EMC  point  of  view. 

Switchboards  can  be  significant  radiators  because  of  the  practice 
of  separating  conductors  and  their  associated  switch  contacts.  Typically, 
in  a  circuit  breaker  panel,  one  can  assume  the  effective  loop  area  is  about 
25%  of  the  total  cabinet  face  area. 

2. 3. 2. 2  Magnetic  Devices 

Frequently,  the  source  contains  magnetic  material  such  as  a  power 
transformer,  fluorescent  lamp  ballast,  filter  choke,  motor,  generator,  or 
relay.  An  analysis  similar  to  the  above  applies  except  for  two  things: 

(1)  the  size  of  the  effective  source  is  likely  to  have  a  small  effective 
loop  diameter,  therefore  the  l/r^  variation  extends  into  closer  distances, 
and  (2)  the  source  strength  is  likely  to  be  higher  because  of  the  larger 
number  of  turns  of  wire  used  to  excite  the  magnetic  material. 

The  field  as  a  function  of  distance  is  shown  for  several  devices  on 
Fig.  16.  The  distance  is  measured  from  the  container  of  the  device. 

For  many  devices  there  is  little  or  no  information  available  on 
the  nature  of,  or  strength  of,  sources  of  magnetic  field.  Tests  at  the 
Naval  Underwater  Systems  Center  have  shown  that  many  magnetic  devices 
such  as  motors,  generators  and  power  transformers  have  fields  which  depend, 
to  a  major  extent,  on  Che  power  consumed.  The  data  taken  have  been  used  to 
prepare  Fig.  17t  which  shows  the  flux  density  to  be  expected  at  a  distance 
of  7  eras  from  a  cabinet  containing  a  device  with  the  indicated  value  of 
volt  amperes. 

In  deriving  this  curve,  the  edge  of  the  device  was  assumed  to  be 
a  distance  of  2  inches  from  the  cabinet,  and  no  attenuation  of  the  field 
due  to  the  cabinet  was  considered.  In  using  this  figure,  it  should  be 
recognized  that  errors  of  as  much  as  10  dB  can  be  expected  on  an  average 
and  higher  values  in  individual  cases.  The  flux  density  given  in  Fig.  17 
is  that  at  fundamental  frequency.  It  can  be  expected  to  fall  off  at 
harmonic  frequencies  in  accordance  with  the  following  relations,  which 
have  been  derived  empirically; 


*  This  figure  was  originally  drawn  by  Mr.  R.  Russell  during  a  technical 
conference  held  at  General  Dynamics,  Electric  Boat  Div. ,  and  is  based 
upon  data  taken  at  the  Naval  Underwater  Systems  Center,  NUSC  C51000 
Program,  Data  Packages  1,  2  and  3,  29  May  1975. 


Figure  16  Measured  Magnetic  Flux  Density  -  Typical  Sources 
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Caution  in  using  these  relations  should  be  observed  as  follows: 

a)  Recent  devices  frequently  use  switching  type  power  supplies 
which  contain  transformers  operating  at  the  switching  frequency,  rather 
than  the  power  frequency.  The  flux  density  algorithm  may  be  applied  in 
such  cases  at  the  switching  frequency  and  its  harmonics.  However,  in 
such  cases  it  is  important  to  account  for  shielding  effectiveness  of 
cabinets  and  special  shields. 

b)  Audio  transformers  operating  at  high  levels  will  not  be 
attenuated  with  frequency  in  accordance  with  Eqs.  18  and  19  because  the 
cores  are  being  intentionally  driven.  However,  again,  any  effe'j''s  of 
metal  shields  either  around  the  transformers  or  because  of  cabin'  ts  must 
be  accounted  for. 


The  magnetic  devices  for  which  Fig.  17  applies  can  be  represented 
as  magnetic  dipoles  in  so  far  as  the  field  produced  is  concerned.  Re¬ 
writing  Eq.  13,  one  gets 


M 
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2TTr^B 


(20) 


where  r  is  the  distance  to  the  location  of  the  center  of  the  magnetic 
source.  This  can  be  written  in  dB  as 


M^(dB  AT-m  )  =  B(dByT)  +  60  logj^^r  +  14 


(21) 


Hence,  assuming  the  source  is  within  the  cabinet  and  12"  (30  cms) 
from  it,  the  levels  shown  on  Fig.  17  are  considered  to  be  37  cms  from  the 
actual  center  of  the  magnetic  source.  Then  the  effective  dipole  strength 
is  given  by 
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(22) 


M  (dB  AT-m^)  =  B(dByT)  -  12 
n 

Typical  values  of  at  60  Hz  have  been  found  to  be  [5] 

2 

Large  power  transformers  (500  kVA)  24  dB  (AT-m  ) 
Fluorescent  lamp  ballasts  0  dB 

Large  MG  sets  and  power  distribution  10  dB 
panels 

Small  motors  and  distributions  panels  0  dB 
1  turn  loop,  1  ft  in  diameter  -25  dB 

carrying  1  ampere 


In  Fig.  17  the  flux  density  is  given  at  a  point  7  cms  from  the 
cabinet  of  the  device.  Experience  has  shown  that  the  variation  of  the 
flux  density  with  distance  when  measured  to  the  cabinet  (rather  than 
measured  to  the  center  of  the  magnetic  source  itself)  follows  an  inverse- 
distance-squared  relationship  rather  well.  However,  errors  in  both 
directions (predicted  field  either  too  high  or  too  low)  can  occur,  de¬ 
pending  upon  the  actual  position  of  the  source.  Mathematical  analysis 
has  shown  that  in  configurations  considered  most  typical,  the  error  will 
be  on  the  low  side  by  about  6  dB.  A  complete  treatment  of  this  subject 
appears  in  Appendix  A. 

2.3.3  Radiation  from  Cables 

Models  have  been  developed  [6]  for  differential  and  common-mode 
radiation  from  parallel-wire,  coaxial,  and  twisted-pair  lines.  Two  basic 
models  are  all  that  are  required  to  cover  all  these  cases.  The  parallel- 
wire  model  suffices  for  all  common-mode  emissions  above  a  ground  plane 
and  for  differential -mode  emissions  on  parallel  wire  and  coaxial  lines. 

A  separate  model,  which  may  be  evaluated  numerically  by  means  of  a  correc¬ 
tion  factor  applied  to  the  parallel  wire  model,  is  required  for  the 
differential  mode,  twisted  pair  case.  These  two  models  are  now  presented. 

2. 3. 3.1  Parallel-Wire  Model 

The  paral le 1 -wire  model  is  shown  in  Fig.  18.  It  consists  of  two 
infinitely  long  parallel  conductors  carrying  equal  and  opposite  currents  I. 
They  arc  separated  by  a  distance  d. 

Taking  the  origin  between  the  conductors  as  shown,  the  magnetic 
field  strength  at  any  point  (x,y)  is  given  by: 
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That  is,  the  net  field  strength  at  any  point  is  the  difference  between 
the  field  strengths  from  the  two  wires  taken  individually. 

Close  to  the  line,  the  maximum  field  occurs  just  beyond  one  of 
the  tv70  conductors,  where  the  subtractive  effect  of  the  far  conductor 
Is  minimal.  Far  from  the  line,  the  field  at  a  given  distance  from  the 
line  is  the  same  all  around  the  line.  Thus,  the  worst  case  field  is  esti¬ 
mated  by  plotting  field  as  a  function  of  r  =  x  -  d/2,  y  =  0,  where  r  = 
distance  from  the  near  conductor  in  the  plane  of  the  line.  The  plotting 
and  modeling  is  made  easier  by  recognizing  that  the  general  expression 


H(y  =  0) 
reduces  to 


and 
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(24) 


(25) 

(26) 


i.e.,  close  to  the  line  the  field  is  the  same  as  that  for  a  single 
conductor,  falling  off  as  1/r,  while  far  from  the  line  it  falls  off  as  — j  • 

The  asymptotes  (25)  and  (26)  are  plotted  in  Fig.  19  for  various  values 
of  d.  Magnetic  flux  density 


B  =  p  H 
o 

is  plotted  instead  of  field  strength. 

For  comparison,  one  plot  is  shown  of  the  flux  density  variation 
along  a  line  perpendicular  to  the  plane  of  the  conductors  midway  between 
them.  This  is  the  field  for  x  =  0: 
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which  becomes 
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i.e.  the  field  Is  constant  with  distance  from  the  line,  close  to  the  line, 
but  assumes  a  l/y^  variation  far  from  the  line, the  same  upper  asymptote 
as  Eq.  2. 

Thus,  Eqs.  25  and  26,  as  plotted  on  Fig.  19,  represent  estimates 
of  the  worst  case  field  from  the  line. 

2. 3. 3. 2  Application  to  Coaxial  Cables  and  Common  Mode 

Coaxial  Cables 

The  magnetic  field  from  a  differential  mode  current  flowing  in  a 
coaxial  cable  results  from  the  fact  that  the  center  conductor  is  not 
exactly  in  the  center  of  the  cable.  Thus,  it  and  the  image  of  the  shield 
are  displaced  by  a  distance  6.  Values  of  6  for  several  common  types  of 
coaxial  cable  are  shown  in  Fig.  20  [6].  The  coaxial  cable  is  thus 
effectively  a  parallel-wire  line  of  separation  6  and  the  field  from  it 
may  be  computed  by  setting  d  =  6  in  the  above  equations  or  in  Fig.  19. 

This  has  been  verified  experimentally  [7]. 

Common  Mode 

The  "total"  or  "net"  current  flowing  in  all  conductors  in  a  cable 
(taking  due  account  of  direction  and  phase)  is  the  "common-mode"  current. 
If  its  value  is  other  than  zero  the  return  current  usually  flows  in  the 
ground  plane.  Then  the  cable  and  its  image  in  the  ground  plane  form  a 
parallel-wire  line  with  separation  d  =  2  x  height  above  ground  plane 
(Fig.  21).  The  field  in  such  cases  may,  therefore,  be  calculated  by 
using  this  value  of  d  in  the  above  equations. 
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2. 3. 3. 3  Twitted  Pair  Cable 


The  maximum  flux  density  radiated  from  a  twisted  pair  cable  of 
pitch  p  and  conductor  separation  d  a  distance  r  away  is  given  by  [8]  and 
[6]. 

For  r  «  ^  ,  use  parallel  wire  line  model 


y  Id 

B  =  — ^ _ 

2Trr(r+d) 

For  r  »  ^  , 
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where 

I  (x)  =  zeroth  order  modified  Bessel  function  of  the  first  kind, 
o 

The  ratio  of  flux  density  for  a  twisted  pair  line  to  that  of  a 
parallel  wire  line  is  plotted  as  a  function  of  r/p  in  Fig,  22.  This 
ratio  may  be  used  to  estimate  the  maximum  flux  density  from  a  twisted 
pair  line  by  correcting  the  values  of  the  parallel-wire  line  by  correc¬ 
ting  the  values  of  the  parallel-wire  flux  density  in  Fig.  19  by  this 
factor.  The  value  used  for  d  in  Fig.  21  is  the  separation  of  the  two 
conductors. 

The  twisted  pair  model  can  be  easily  extended  to  a  twisted  triad 
[9].  The  work  has  been  carried  out  for  various  cables.  Examples  for 
TNW  type  cables  are  shown  in  Fig.  23,  which  show  for  each  cable  the 
magnetic  flux  density  as  a  function  of  distance  from  the  cable  when  it  is 
carrying  its  maximum  rated  current  (shown  on  each  curve). 

Similar  data  are  shown  for  type  DSGA  cables  on  Fig.  24. 

2.3.4  Electric  Sources 


At  the  higher  frequencies,  say  above  100  kHz,  the  electric  field 
strength  radiated  from  a  cabinet  or  cable  may  become  the  dominant  component 
of  an  Interference  signal  affecting  a  particular  susceptible  device.  Models 
have  been  derived  to  relate  these  fields  to  source  parameters  [2],[lo]. 

2. 3.4.1  Models 


The  models  used  in  predicting  electric  field  strength  from  a  given 
source  depends  upon  the  configuration  of  the  source  case  and  the  power 
cable  connected  to  it,  and  the  ground  plane.  In  general,  the  electric 
field  is  due  to  the  common-mode  current  flowing  in  the  power  conductor. 

If  the  case  is  isolated  from  ground  then  the  field  is  due  to  the  electrie 
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Figure  21  Conunon-Mode  Radiation  Model 
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Figure  22  Correction  Factor  for  Estimating  Field 
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dipole  it  forms  with  its  image  in  the  ground  plane.  If  the  case  is  well 
grounded,  then  the  source  is  modeled  as  a  magnetic  dipole  or  parallel-wire 
line,  depending  on  the  separation  of  the  power  cable  from  the  ground  plane 
(see  Fig.  25).  These  statements  and  the  specific  details  that  follow  have 
been  supported  by  experimental  work  as  reported  in  [10], 

Electric  Dipole  Model  (Fig.  25(a) 


The  electric  field  strength  from  an  electric  dipole  is  given  by 


_  (6r)^  j(Br)^_ 


sin  0 


2M 

e 

Aire  r 
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cos  0 


where 


B  =  2  tt/X 


X  =  wavelength 


M  =  dipole  moment  = 
e  ^  2irf 


I  =  common-mode  current 

h  =  dipole  height  =  2  x  height  above  ground  plane 

0  =  vertical  angle  of  point  at  which  the  field  is 
calculated,  from  dipole  axis 

r  =  distance  from  center  of  dipole  to  point  at  which 
field  is  calculated. 


This  model  applies  when  the  device  contains  no  external  ground 
other  than  the  power  cord. 

2. 4  Immunity  Models 

2.4.1  Bandwidth  Considerations  in  Susceptibility  Estimation 

In  making  a  prediction  of  the  effect  of  a  given  source  on  a 
particular  susceptor,  one  must  determine  the  susceptor's  susceptance 
bandwidth.  There  is  no  difficulty  if  the  source  has  only  a  single  dominant 
frequency  component  which  falls  within  the  acceptance  bandwidth  of  the 
susceptor.  In  that  case  a  susceptibility  threshold  can  be  calculated 
directly  from  measurement  of  single  frequency  sensitivity  characteristics 
of  the  device.  For  a  broadband  source  having  a  spectrum  that  is  relatively 
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Figure  25(a)  Electric  Dipole  Model 
from  Ground 
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Figure  25(b)  Magnetic  Dipole  Model  -  Source  Case  Grounded 
Power  Line  Close  to  Ground  Plane 
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Figure  25(c)  Parallel-Wire  Model  -  Source  Case  Grounded, 
Power  Line  away  from  Ground  Plane 
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flat  over  the  acceptance  bandwidth  of  the  susceptible  device,  the  pro¬ 
cedure  is  also  fairly  straightforward;  the  spectrum  amplitude  is  multiplied 
by  the  acceptance  bandwidth  of  the  device  in  order  to  get  equivalent  peak 
Input  voltage  to  the  device. 

The  situation  is  more  complicated  when  one  has  a  source  with  a 
number  of  discrete  components  which  lie  within  the  acceptance  bandwidth 
of  the  device.  In  this  case,  one  must  find  out  hov;  the  several  components 
add  together  to  produce  susceptibility.  This  may  or  may  not  be  a  simple 
procedure.  Thus,  whether  or  not  the  phenomena  which  are  being  considered 
are  to  be  considered  as  narrowband  or  broadband  phenomena  depends  not 
only  upon  the  characteristics  of  the  source,  but  also  upon  the  characteris¬ 
tics  of  the  receiver  as  a  susceptible  device. 

It  is  customary  in  interference  prediction  work  to  try  to  dis¬ 
tinguish  between  strictly  narrowband  phenomena,  i.e.  we  assume  that  a 
source  with  a  discrete  spectrum  interferes  with  a  possible  susceptor 
through  the  mechanism  of  its  sensitivity  to  single-frequency  components, 
and  that  a  source  with  a  wide  band  or  continuous  spectrum  interferes  with 
a  possibly  susceptible  device  as  a  result  of  its  sensitivity  to  broadband 
or  continuous  signals.  This  procedure  simplifies  the  calculations,  but 
does  not  necessarily  take  into  account  all  of  the  possible  Interaction 
mechanisms.  Its  validity  is  dependent  upon  particular  source  and  receiver 
or  susceptor  characteristics.  There  is  no  specified  procedure  for  evalua¬ 
ting  the  more  complicated  cases;  investigators  are  simply  warned  to  be  on 
the  alert  for  the  necessity  to  be  concerned  about  this  matter. 

2 . A . 2  Wire  Loops 

The  voltage  induced  in  a  closed  loop  of  wire  by  a  magnetic  field 
B  is  computed  by  Faraday's  law: 


where  (()  =  AB  is  the  total  magnetic  flux  linking  the  effective  area  A  of 
the  loop,B  is  the  magnetic  flux  density,  assumed  uniform  over  A,  and  U) 
if  the  radian  frequency  at  which  V  is  to  be  calculated.  For  narrowband 
interference,  V  and  B  are  the  amplitudes  of  the  sinusoidal  variations. 

For  broadband  interference,  they  are  the  spectral  densities  at  frequency  oj. 

The  effective  value  of  A  can  vary  widely  from  one  situation  to 
another.  To  provide  high  immunity,  A  should  be  as  small  as  possible, 
which  in  the  case  of  sensitive  input  circuits  requires  maintaining  a  close 
spacing  between  the  "hot"  conductor  and  its  return  conductor.  In  some 
cases  these  leads  have  been  known  to  have  been  routed  on  opposite  sides  of 
equipment  cabinets.  Where  integrated  circuit  cards  are  used,  a  worst-case 
assumption  would  be  that  the  area  is  equal  to  the  card  area.  Figure  26 
is  a  nomograph  giving,  for  particular  values  of  area  A  in  square  meters, 
voltage  Induced  in  dB  with  respect  to  a  microvolt  per  microtesla  of  flux 
density  as  a  function  of  frequency. 
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Induced  Voltage  in  dB  (^uV/uT)(per  meter  for  coaxial  cables) 


omxial  cf'^'Ies) 


2.4,3  Cable  Susceptibility 

The  effective  area  A  depends  on  the  cable.  For  a  parallel  wire 
line  of  length  I  and  separation  d, 

A  =  Zd  (34) 

For  a  coaxial  cable  of  length  £  and  eccentricity  6 

A  =  £(S  (35) 

For  a  twisted  pair  cable  it  has  been  found  that  a  good  approximation  to 
the  voltage  induced  is  that  Induced  in  one-half  twist,  so  that  the  effec¬ 
tive  area  for  a  cable  of  pitch  p  and  separation  d  would  be 


A  =  2  X  -  X  4  =  0.318  pd  (36) 

TT  2  2 

assuming  a  sinusoidal  projection  of  the  helical  conductors  [6]. 

The  above  formulas  apply  for  the  differential  mode.  For  the 
common-mode  voltage  generated  in  a  cable  of  length  £,  a  distance  h  above 
the  ground  plane,  A  is  the  area  of  the  ground  loop,  or 

A  =  h£  (37) 

It  must  be  remembered  in  applying  Eqs.  33  to  37  that  this  simple 
model  assumes  that  the  field  is  uniform  over  the  effective  area  A,  and 
that  the  cable  is  oriented  for  maximum  pickup.  If  the  maximum  flux  density 
in  A  is  taken  as  the  value  of  B,  then  V  will  be  a  conservative  estimate. 

For  the  twisted-pair  cable  model  to  be  accurate,  B  must  be  uniform 
over  the  length  of  the  cable.  If  this  is  not  the  case,  then  the  voltages 
generated  in  successive  half-loops  will  not  necessarily  cancel,  thereby 
possibly  increasing  the  effective  area  and  the  net  voltage  induced.  In 
such  cases,  the  effective  area  may  be  considered  bounded  by  Eqs.  36  and 
34,  and  the  induced  voltage  may  be  assumed  to  be  in  a  range  consistent 
with  those  areas. 

Figure  26  shows,  for  various  cables,  the  voltages  induced.  In 
the  case  of  coaxial  cables  the  voltages  are  given  per  unit  length  since 
the  voltage  is  proportional  to  the  length  subjected  to  the  flux  density. 

In  the  case  of  twisted  pair  cables  the  voltage  is  that  induced  in  a 
single  half  loop  in  accordance  with  earlier  discussion. 


PART  II 

METHODOLOGY  IMPLEMENTATION 


3.0  METHODOLOGY  FOR  EMC  PREDICTION  AND  ANALYSIS 


The  following  procedure  is  recotnmended  for  organizing  and  carrying 
out  EMC  prediction  and  analysis  work  in  a  large  system.  It  is  based  upon 
the  concept  that  if  the  components  of  that  system  are  built  according  to  a 
specific  set  of  emission  and  susceptibility  standards,  and  are  Installed 
in  accordance  with  a  complementary  set  of  installation  procedures,  such 
a  system  will  be  inherently  compatible  in  so  far  as  unintended  radiation 
and  susceptibility  are  concerned.  However,  since  intended  emissions  may 
be  quite  large,  and  cannot  be  restricted  in  the  same  way  as  unintended 
emissions,  and  since  frequently  design  sensitivities  also  must  be  higher 
than  unintended  susceptibilities,  these  must  be  taken  into  account. 

The  majority  of  possible  interactions  between  electromagnetic 
emitters  and  electromagnetic  "susceptors"  will  not  necessarily  be  required 
to  be  subjected  to  detailed  analysis.  Detailed  analyses  may  be  necessary 
In  the  cases  of  those  components  which  do  not  meet  the  emission  and  suscepti¬ 
bility  standards  and  in  those  cases  where  the  installation  practices  cannot 
be  adhered  to.  Thus,  one  objective  of  this  technology  is  to  eliminate  the 
detailed  analyses  in  those  cases  for  which  it  can  be  anticipated  that  the 
probability  of  degrading  interaction  is  extremely  low  or  zero. 

The  method  to  be  described  can  be  carried  out  either  manually  using 
graphical  overlays,  or  analytically,  using  computer  programs  to  perform  the 
necessary  comparisons.  The  major  advantages  of  using  a  computer  program 
over  the  manual  technique  is  that  it  provides  (1)  an  organized  procedure 
for  carrying  out  the  analysis,  (2)  a  readily  accessible  data  bank,  and 
(3)  rapid  analysis,  using  the  most  suitable  models,  or  a  comparison  of  two 
or  more  models. 

3.1  System  Breakdown 


For  the  purpose  of  evaluating  the  overall  system  performance,  one 
might  be  tempted  to  divide  the  system  into  subsystems.  The  basis  for  this 
breakdown  may  be  technical  or  administrative.  Since  most  overall  systems 
are  procured  on  the  basis  of  separate  subsystems,  from  the  point  of  view  of 
fixing  responsibilities  for  equipment  characteristics,  the  subsystem  division 
may  be  most  convenient.  Presumably,  subsystems  should  be  compatible  within 
themselves  before  they  are  assembled  into  the  overall  system.  Hence,  one 
would  be  primarily  concerned  with  incompatibilities  betX'/een  subsystems  in 
evaluating  the  overall  system  performance. 

A  subsystem  can  be  made  up  of  many  parts,  for  example,  the  external 
communications  subsystem  has  among  its  components  a  VLF  receiver,  a  VLF 
antenna,  a  multicoupler,  other  radio  receivers  with  similar  associated 
components,  and  auxiliary  equipments  for  data  recording  and  analysis.  As 
a  practical  matter,  the  modeling  techniques  which  have  been  developed  really 
apply  to  "black  boxes"  and  interconnecting  cables,  and  accordingly  each  of 
the  elements  of  the  external  communication  subsystem  have  to  be  considered 
for  emission  and  susceptibility  characteristics .  Furthermore,  in  most  cases 
parts  of  various  subsystems  may  be  Intermixed  in  a  given  location  because  of 
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designed  operational  interactions,  hence  detailed  emission  data  on  components 
within  subsystems  are  required.  In  particular,  for  below-decks  configurations, 
a  more  reasonable  breakdown  is  by  compartment.  Generally,  compartments  are 
isolated  from  each  other  by  barriers  that  are  impervious  to  electromagnetic 
waves,  although  they  can  be  coupled  electromagnetically  by  common  cables 
running  through  them.  Such  coupling  should  be  accounted  for  in  cable  analysis. 

3. 2  The  Protection  Margin 

The  method  of  calculating  the  protection  margin  is  illustrated  in 
Fig.  27,  where  S  represents  the  Interference  signal  level,  S'gQ^jj.j,g  is  that 
et  the  source,  SgQ^J.(,g  is  that  presented  to  the  susceptor,  computed  by  use 
of  an  apporprlate  coupling  model,  and  Sg^gg  is  the  susceptibility  level. 

If  the  susceotibilitv  level  is. very  much  higher  than  the  corresponding 
emission  level,  SgQ;,j-ce  (after  correction  for  the  coupling  factor  between  any 
two  subsystems  of  concern) ,  it  is  unlikely  that  degraded  performance  will 
result.  On  the  other  hand,  if  the  relative  magnitudes  are  reversed,  then 
unless  there  Is  a  substantial  isolation  between  the  two  subsystems  that  is 
not  otherwise  taken  into  account,  there  can  be  substantial  degradation  in  the 
performance  of  the  overall  system.  The  difference  between  the  susceptibility 
level  and  the  source  level  is  defined  as  the  protection  margin.  Obviously, 
one  is  interested  in  having  the  protection  margin  as  large  as  is  necessary 
to  assure  no  degrading  interaction. 

3.2.1  Mechanisms  of  Interference 

Five  classes  of  potentially  interfering  interactions  are  defined; 

1.  case-to-case  (radiation,  both  electric  and  magnetic) 

2.  case-to-cable 

3.  cable-to-cable 

4  cable-to-case 

5.  direct  conduction 

For  each  con^'uctive  mechanism,  or  for  mechanisms  Involving  coupling 
from  or  to  cables,  it  ’ist  bo  recognized  that  both  differential  and  common 
modes  must  be  consider ,.a. 

Appropriate  coupling  models,  to  arrive  at  the  protection  margins 
for  each  of  the  above  interference  mechanisms,  are  indicated  in  the  flow 
chart  of  Fig.  28. 

The  protection  margins  computed  will,  in  general,  be  a  function  of 
frequency;  however,  if  only  a  single  value  is  stated  it  is  the  minimum  value 
over  the  frequency  range. 


-  49  - 


PROTECTION 

MARGIN 


Figure  27  PROTECTION  MARGIN  COIiPUTATION 


Figure  28  Protection  Margin  Coaputatlon 


Figure  29  shows  one  form  of  a  protection  margin  chart  in  which  all 
interactions  are  considered  to  occur  on  a  "pair-wise"  basis,  i.e.  the 
evaluation  is  made  of  each  interaction  as  though  it  occurred  between  one 
emitter  and  one  susceptor  at  a  time.  Thus,  one  establishes,  for  each 
susceptor,  susceptibility  levels  for  conduction  in  both  differential  (DM) 
and  common  (CM)  modes  and  for  radiation  both  for  magnetic  and  electric 
fields,  and  these  levels  are  entered  in  the  four  blocks  on  Fig.  29  immediately 
below  each  susceptor  listed  along  the  top  of  the  chart.  Corresponding  levels 
for  each  emitter  are  entered  immediately  to  the  right  of  each  emitter  listed 
along  the  left-hand  side.  In  the  four  blocks  which  appear  at  the  intersection 
of  a  row  corresponding  to  a  particular  emitter  and  a  column  corresponding  to 
a  particular  susceptor  one  can  then  enter  the  four  values  of  protection  margin 
for  each  type  of  interaction  when  properly  corrected  for  any  isolation,  for 
example,  filters  in  the  case  of  conduction  or  distance  in  the  case  of  radiation. 

It  should  be  noted  that  the  pair-wise  concept  is  really  valid  only 
for  "radiation"  interactions,  i.e.  cabinet-to-cabinet ,  or  cable-to-cabinet 
magnetic  and  electric  field  Interactions.  The  reason  for  this  is  that 
generally  magnetic  field  attenuation  with  distance  from  the  source  is  quite 
rapid,  and  two  sources  are  unlikely  to  both  produce  an  equally  significant 
Interaction  on  the  same  susceptor  at  the  same  time. 

On  the  other  hand,  with  conduction  interactions,  especially  by 
means  of  the  ac  power  cable,  the  effect  of  multiple  sources  in  producing, 
for  example,  harmonic  voltages,  is  usually  cumulative,  so  that  the  entire 
power  system  configuration  must  be  used  to  determine  the  harmonic  levels  at 
particular  points  of  connection  of  susceptible  equipments. 

The  procedures  for  computation  are  detailed  in  section  5  of  this 

report. 

3.3  Limit  Setting  Philosophy 

By  controlling  each  mechanism  of  interference  with  appropriate 
emission  and  susceptibility  limits,  compatibility  can  be  assured  if  the 
installation  conditions  under  which  the  limits  were  specified  are  met. 

These  conditions  include  such  factors  as  maintenance  of  minimum  protection 
distances  between  high-level  cables  and  susceptor  cases  and  sensitive  cables, 
proper  grounding  and  shielding  techniques,  and  balanced  power  lines  at  low 
frequencies  (i.e.,  reducing  common-mode  currents). 

To  implement  this  concept  one  makes  use  of  models  for  emission, 
coupling, and  susceptance  in  order  to  identify  appropriate  limit  levels. 

A.O  NOMINAL  LEVELS 

In  the  application  of  the  methodology  in  general,  and  the  calculation 
of  protection  margins  in  particular,  it  has  been  found  convenient  to  apply 
the  concept  of  "nominal"  levels  of  emission  and  susceptibility.  The  levels 
are  chosen  so  as  to  represent  values  of  voltage,  current,  or  field  that  might 
be  expected  to  characterize  typical  equipments  which  just  meet  compatibility 
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Figure  29  SES  INTERACTION  CHART 
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requirements  under  specified  Installation  conditions-  The  nominal  level 
concept  is  of  particular  assistance  in  performing  a  rapid  cull  function  so 
as  to  identify  those  interactions  unlikely  to  result  in  negative  predicted 
protection  margins.  In  the  following  the  rationale  leading  to  selected 
nominal  levels  is  described  in  each  case.  In  section  5  of  this  report,  their 
application  in  protection  margin  calculations  is  described. 

4. 1  Conducted  Emissions,  Differential  Mode 


At  low  frequencies,  up  to  20  kHz,  an  Important  source  of  inter¬ 
ference  is  the  generation  of  harmonics  of  the  power  frequency,  in  particular 
by  devices  such  as  rectifiers  which  place  a  nonlinear  load  on  the  power  line. 
These  harmonics  can  be  coupled  to  potentially  susceptible  devices  either  by 
radiation  from  the  line  or  by  direct  conduction  on  the  line. 

The  harmonic  levels  are  not  easy  to  control.  The  number  of  harmonics 
present  can  be  reduced  by  using  multiphase  power  supplies,  which  are  more 
complex  and  costly  than  a  typical  6-phase  supply,  and  filters  may  be  employed. 
But  simple  filters  that  are  effective  below  about  10  kHz  may  not  be  available. 
For  these  reasons,  an  attempt  is  made  to  accommodate  the  harmonic  levels  which 
are  produced. 

As  discussed  in  paragraph  2.2.2.,  rectifier  harmonic  current  levels 
generally  can  be  expected  to  be  directly  proportional  to  the  power  frequency 
current  level.  Consequently,  the  "nominal"  level  of  conducted  emissions 
should  take  the  fundamental  current  into  account.  Such  a  tailored  or  "per 
ampere"  limit  has  the  advantage  over  a  fixed  limit  in  that  it  is  a  more 
realistic  interpretation  of  the  actual  emissions  from  a  particular  device. 

* 

The  tailored  limit  is  equal  to  the  device  s  load  current  at  the 
fundamental  frequency  (60  or  400  Hz)  decreasing  as  1/f^,  n  >  1,  at  frequencies 
f  above  the  fundamental.  In  paragraph  2.2.2  it  is  indicated  that  a  reasonable 
worst-case  value  of  n  is  1  for  a  rectifier  load  with  an  inductive-input 
filter. 


This  1/f  decrement  is  maintained  up  to  the  frequency  range  at  which 
measured  emissions  cease  to  be  characterizable  as  power  line  harmonics. 
Available  data  appear  to  indicate  that  this  occurs  in  the  20  kHz  to  1  MHz 
range.  In  this  range,  therefore,  it  seems  reasonable  that  a  transition 
should  occur  from  a  tailored  limit  to  an  absolute  limit,  i.e.,  one  that  is 
constant  for  all  devices.  The  level  of  this  limit  could  be  the  level  of  the 
present  MIL-STD-461  limit  at  the  high  frequency  end. 

A  limit  curve  corresponding  to  these  concepts  is  shown  in  Fig.  30. 

4. 2  Conducted  Susceptibility  Limit,  Differential  Mode 

A  conducted  susceptibility  limit  consistent  with  the  conducted 
emission  limit  of  Fig.  30  may  be  derived  by  calculating  harmonic  voltage 
levels  expected  to  appear  on  typical  power  networks  by  utilizing  methods 
described  in  Ref.  12.  In  this  technique,  one  essentially  assumes  that  the 
current  at  the  emission  limit  flows  through  the  equivalent  line  impedance. 


*  The  concept  of  a  tailored  limit  was  develoned  at  the  Underwater  Systems 

Center,  New  London,  CT,  and  the  limits  shown  on  Fig.  30  were  developed  there. 
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generating  a  voltage  which  is  coupled  directly  to  the  susceptor. 


V  =  Z,  .  (38) 

susc  limit  line  '  ' 

The  values  of  harmonic  current  and  equivalent  line  impedance  tend 
to  be  reciprocally  related.  A  simplified  model  for  calculating  harmonic 
voltage  levels  is  described  in  paragraph  2. 2. 2.1.  There  it  is  shown  that 
the  harmonic  levels  may  be  approximately  constant  as  the  harmonic  order  is 
increased  up  to  a  certain  point,  and  to  decrease  above  that.  Calculations 
on  actual  systems  show  that  this  concept  is  correct,  but  that  harmonic  levels 
can  be  as  high  as  5%  of  the  line  voltage.  For  this  reason  the  "nominal" 
level  is  taken  as  5  volts  out  to  a  frequency  of  1  kHz,  decreasing  to  1  volt 
at  3  kHz  and  remaining  at  1  volt  above  that  as  shown  on  Fig.  31.  Although 
normally  harmonic  levels  will  be  less  than  1  volt  in  the  10  kHz  to  100  kHz 
range,  experience  has  shown  that  it  is  not  difficult  to  obtain  that  level  of 
susceptibility. 

The  radiated  field  from  a  cable  carrying  the  limit  current  of  Fig.  30 
may  be  readily  calculated  once  the  conductor  separation, pitch  of  twist,  and 
distance  from  the  cable  are  specified.  The  voltage  induced  in  a  susceptor 
cable  depends  on  this  field,  on  the  effective  area  of  the  susceptor  cable, 
and  on  the  frequency. 

Taking  the  above  considerations  into  account,  a  radiated  field  limit 
can  be  specified  as  the  field  a  given  distance  from  a  power  line  of  a  certain 
capacity.  For  a  six  inch  separation  from  a  DSGA-100  twisted  cable,  carrying 
1  ampere  per  1000  circular  mils  or  100  amperes,  the  limit  shown  in  Fig.  32 
results.  This  field  is  calculated  by  assuming  differential  mode  currents 
flowing  at  the  per-ampere  limit  of  Fig.  30  below  20  kHz. 

Below  20  kHz,  the  limit  of  Fig.  32  will  cause  a  40  nV  signal  to  be 
induced  in  typical  low-level  cables  such  as  2SA,  2SWF,  etc.,  having  an 
effective  area  of  0.046  in^. 

For  other  types  of  power  lines,  to  produce  the  same  field  as  that 
produced  by  the  DSGA-100  cable  while  carrying  the  per-ampere  limit  current 
of  Fig.  30,  the  distance  at  which  the  Fig.  32  field  occurs  changes  in 
accordance  witfi  the  current-carrying  capacity  of  the  cable.  That  is,  the 
distance  from  the  line  must  be  increased  with  the  current  capacity  of  the 
line  in  order  to  maintain  the  same  induced  voltage  or  field  strength  at  the 
susceptor.  The  variation  of  this  distance  with  line  capacity  is  shoUTi  in 
Fig.  33  for  DSGA-type  power  cables.  The  curve  in  Fig.  33  labeled  "60  Hz 
lines"  is  the  one  corresponding  to  the  limit  in  Fig.  30  for  60  Hz  lines,  while 
that  labeled  "400  Hz"  corresponds  to  the  limit  in  Fig.  30  for  400  Hz  lines. 
Protection  distance  must  be  increased  for  400  Hz  lines  due  to  the  fact  that 
the  400  Hz  current  limit  (Fig.  30)  is  more  relaxed  than  that  for  60  Hz  lines. 

4 • 3  Application  to  Cabinet  Emissions  and  Susceptibility 

The  limit  on  magnetic  flux  density  shown  in  Fig.  32  is  also  applied 
to  radiated  omissions  from  cabinets.  Also,  the  same  protection  distance 
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Figure  31  Conducted  Susceptibility  Limits 


re  32  Magnetic  Fieid  Limits 


I 


applies  to  cabinet  emissions  as  applies  to  the  power  line  supplying  the 
cabinet.  Thus,  a  source  drawing  10  amperes  of  60  Hz  power  would  have  to 
produce  radiated  emissions  falling  below  the  limit  of  Fig,  32  at  a  distance 
equal  to  the  protection  distance  for  a  10  ampere  line.  From  Fig,  33  this 
is  seen  to  be  of  the  order  of  2-1/4  inches. 

A  susceptor  which  does  not  experience  Intolerable  performance  degrada¬ 
tion  when  subjected  to  magnetic  fields  given  by  the  limit  of  Fig.  32  is  then 
protected  from  fields  from  sources  down  to  the  minimum  protection  distances 
given  by  Fig.  33. 

4.4  Common-Mode  Emission 


One  criterion  on  common-mode  current  is  related  to  the  magnetic  field 
it  produces  in  the  vicinity  of  a  cable  carrying  it.  The  objective  is  to 
limit  that  field  to  the  field  produced  by  differential-mode  current  in  the 
same  cable  at  the  protection  distance  for  that  cable.  Thus,  in  the  frequency 
range  below  20  kllz,  the  allowed  current  will  decrease  as  the  reciprocal  of 
the  frequency.  It  is  found  empirically  that  this  condition  is  fulfilled  if 
the  common-mode  current  in  a  power  cable  is  limited  to  about  1%  of  the 
permitted  differential-mode  current.  This  limit  is  also  shown  on  Fig.  30. 

It  should  be  noted  that,  although  the  field  from  the  common-mode  limit 
current  is  the  same  as  that  from  the  differential-mode  limit  current  at  the 
protection  distance,  it  does  not  fall  off  with  distance  beyond  the  protection 
distance  as  rapidly  as  it  does  for  the  differential  mode.  This  effect  is 
shown  on  Fig.  24. 

As  is  shown  in  the  theory  of  common-mode  current  generation, 
described  in  paragraph  2.2.3,  the  common-mode  current  which  is  due  to  line- 
to-ground  capacitors  can  actually  be  expected  to  increase  with  frequency 
initially , then  level  off  and  finally  decrease  with  frequency.  Actually, 
the  conditions  on  common-mode  current  may  be  most  difficult  to  meet  at  the 
higher  frequencies. 

At  frequencies  of  the  order  of  1  MHz  and  higher,  it  is  generally  not 
possible  to  maintain  a  significant  distinction  between  common-mode  and 
differential-mode  current,  i.e.  there  will  be  substantia]  differential-mode 
to  common-mode  conversion  above,  say  2  MHz.  For  this  reason,  the  common-mode 
limit  is  merged  into  the  differential-mode  limit  in  the  frequency  range  between 
20  kHz  and  2  MHz.  Above  2  MHz  the  limits  are  equal  (Fig.  30). 

4. 5  Common-Mode  Susceptibility 


The  common-mode  (or  structure)  currents  are  impressed  on  susceptible 
devices  by  either  (1)  the  two  conductors  of  an  input  power  or  signal  line 
(usually  twisted)  or  (2)  the  stiields  of  such  lines.  In  the  latter  case,  the 
impedance  to  current  flow  will  be  low  and  the  current  will  be  source  impedance 
controlled.  In  the  former  case  the  impedance  can  be  quite  high,  particularly 
if  the  input  circuit  is  balanced.  For  this  reason,  two  common-mode  Immunity 
limits  are  suggested — one  in  terms  of  current,  and  the  other  in  terms  of 
voltage.  The  current  limit  should  be  the  same  as  the  common-mode  emission 
limit.  Two  models  are  used  in  deriving  the  common-mode  voltage  limit.  In 
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one  the  voltage  limit  is  obtained  by  assuming  a  source  impedance  of 
50  ohms.  Such  an  impedance  is  considered  representative  of  power  line 
Impedances  at  frequencies  above  about  100  kHz  and  is  also  representative  of 
many  signal  line  sources.  The  voltage  limit  is,  then,  the  current  limit 
multiplied  by  50  ohms. 

The  second  model  is  the  voltage  induced  in  a  ground  loop  consisting 
of  a  cable  above  a  ground  plane.  In  Fig.  34  are  shown  the  voltages  generated 
in  common-mode  ground  loops  of  various  lengths  and  heights  by  the  magnetic 
field  limit  below  20  kHz. 

Thus,  for  a  10  foot  cable  run  at  an  average  height  of  6  in.  from  the 
ground  plane,  a  maximum  of  62  dB(yV)  will  be  induced.  If  the  differential- 
mode  sensitivity  is  1  pV,  the  sensitivity  protected  by  the  environmental 
magnetic  field  limits,  then  the  requisite  common-mode  rejection  would  be; 


62  dB(pV)  -  0  dB(uV)  =  62  dB 


(40) 


The  limit  on  common-mode  susceptibility  for  low-level  cables  may 
be  set  by  assuming  a  certain  value  for  run  length  and  height  above  the 
ground  plane,  with  the  understanding  that  the  required  susceptibility 
threshold  will  increase  proportionally  with  the  increase  in  the  ground  loop 
area  over  the  assumed  value.  The  assumed  value  is  5  ft2,  corresponding  to 
a  run  length  of  10  ft  and  height  above  the  ground  plane  of  6  inches.  The 
voltage  induced  in  this  loop  by  the  magnetic  field  of  Fig.  32  is  shown  as 
the  limit  on  common-mode  voltage  susceptibility  on  Fig.  31.  For  other 
loop  areas  the  voltage  induced  will  be 


V[dB(pV)]  =  V^j^^JdB(yV)]  +  20  log^^ 


A(ft^ 


(41) 


where  A  =  loop  area,  V, .  .  =  common-mode  voltage  susceptibility  limit  of 

Fig.  31. 

The  limit  shown  in  Fig.  31  is  considered  adequate  to  cover  the 
model  based  upon  the  line  impedance  since,  in  fact,  in  the  region  where 
the  common-mode  current  limit  is  high  (at  the  power  line  frequency) ,  power 
line  impedance  is  low.  At  2  MHz,  where  the  current  limit  is  2  yA,  a  line 
impedance  of  50  will  produce  100  yV  of  common-mode  voltage.  This  is 
exactly  equal  to  the  voltage  limit  on  Fig.  31. 

4.6  Electric  Field  Limits 


In  the  absence  of  intentionally  strong  sources  (such  as  transmitter 
antennas)  and  intentionally  sensitive  susceptors  (such  as  receiver  antennas) 
the  electric  field  emission  and  susceptibility  limits  may  be  set  in  the  same 
manner  as  the  environmental  magnetic  field  limit.  That  is,  emissions  a  certain 
distance  from  the  source  are  limited  to  a  given  level  and  this  level  is  then 
used  to  test  susceptors.  If  sources  and  susceptors  meet  the  limits,  they 
will  be  compatible  if  separated  by  at  least  the  specified  distance. 


Voltage  Induced  by 
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The  level  is  chosen  to  be  consistent  with  the  magnetic  field  limit. 

The  protection  distance  is  chosen  to  be  greater  than  that  for  the  magnetic 
field  limit,  because  the  effects  of  the  two  field  types  on  a  susceptor  are 
most  likely  different.  The  magnetic  field  can  have  a  very  localized  effect 
on  the  susceptor  while  the  electric  field  effect  tends  to  be  averaged  over 
the  susceptor  case  or  shield.  Thus,  in  setting  protection  distances  for 
the  former,  the  distance  is  measured  to  the  nearest  point  on  the  susceptor, 
while  in  the  latter  case  it  is  taken  to  be  the  average  distance  of  all  points 
on  the  susceptor. 

Thus,  while  the  magnetic  field  limit  protects  susceptors  from  100 
ampere  cables  and  equipment  at  a  distance  of  6  Inches,  the  electric  field 
protection  distance  from  such  equipment  is  chosen  to  be  1  meter. 

The  electric  field  emission  limits  are  shown  in  Fig.  35.  The  curve 
limit  labeled  "Internal  E-Fleld  Limit"  is  consistent  with  the  magnetic  field 
limit  arising  from  the  conducted  current  limit  shown  as  the  upper  dotted 
line,  converted  to  electric  field  units  through  the  free  space  impedance  of 
377  ohms.  This  conversion  is  valid  if  the  conductor  is  terminated  in  its 
characteristic  impedance.  In  most  situations  the  "effective"  conductor 
will  be  terminated  in  an  Impedance  lower  than  the  characteristic  impedance 
(such  as  by  periodic  grounding  of  its  shield).  Hence,  the  actual  electric 
field  may  be  well  below  the  theoretical  value. 

The  limit  proposed  above  is  consistent  with  the  field  level  that 
will  protect  a  receiver  antenna  15  feet  away  at  the  atmospheric  noise  level, 
assuming  20  dB  shielding  between  source  and  susceptor. 

Common-mode  voltage  can  also  be  induced  on  cables  directly  by  an 
electric  field.  As  an  estimate,  one  can  take  the  induced  voltage  to  be 
the  product  of  the  electric  field  strength  and  the  cable  length.  The  given 
common-mode  limit  would  be  exceeded  on  a  3  meter  length  of  cable  Immersed 
in  the  limit  electric  field  at  all  frequencies  below  4  MHz.  However,  it 
should  be  noted  that  since  such  cables  are  usually  located  very  close  to 
the  ground  plane  (especially  when  measured  in  terms  of  wavelength),  it  is 
unlikely  that  difficulty  will  be  experienced  from  this  effect.  Cables  not 
close  to  a  ground  plane  would  have  to  be  examined  more  carefully. 

4.6.1  Internal  and  External  Limits 

If  equipment  is  mounted  externally,  such  that  coupling  to  an  antenna 
is  a  distinct  possibility,  then  the  emission  limit  must  be  lowered  by  the 
20  dB  shielding  factor  discussed  above.  The  electric  field  limit  corresponding 
to  this  case  is  shown  in  Fig.  35  as  the  lower  solid  line,  labeled  "External 
E-Fleld  Limit." 

For  exposed  equipment  which  is  likely  to  be  nearer  than  15"  to 
antennas,  the  current  and  magnetic  field  limits  must  be  reduced  even  further. 
Another  20  dB  reduction  would  protect  the  atmospheric  noise  level  to  a 
distance  of  about  1.5  ft. 


Figure  35  Electric  Field  Limits,  I  Meter  From  Source  Case 


4.7  Broadband  Limits 


Broadband  limits  equivalent  to  the  proposed  narrow-band  limits  are 
found  by  assuming  the  peak  value  of  the  broadband  noise  in  the  susceptor 
bandwidth  to  be  equal  to  the  narrow-band  limit.  Thus 


BB  limit  = 


NB  limit 


AF 


imp 


(42) 


where 

AF.  is  the  susceptor  impulse  bandwidth 
imp 

Assumed  susceptor  bandwidths  as  a  function  of  frequency  are  shown 
in  Fig.  36.  Up  to  50  MHz,  10  kHz  is  assumed.  Above  50  MHz,  this  increases 
gradually  to  5  MHz  in  the  range  of  radar  operating  frequencies. 

5.0  PROTECTION  MARGIN  CALCULATIONS 

5.1  Introduction 


In  calculating  protection  margins,  one  should  have  data  as  a  function 
of  frequency  on  various  characteristics  of  each  equipment.  With  such  data, 
comparison  of  emission  and  susceptibility  levels  can  be  made  using  appropriate 
coupling  factors  to  account  for  distances  of  separation  of  each  emitter- 
susceptor  pair,  and  any  Interposed  shielding  or  filtering. 

As  an  alternate  procedure  and  one  which  must  be  used  when  detailed 
experimental  data  are  not  available,  protection  margins  may  be  estimated 
based  upon  certain  models.  These  models  will,  of  course,  have  limited 
validity.  Generally,  they  are  most  useful  in  providing  a  basis  for  eliminating 
the  need  to  consider  detailed  evaluation  of  specific  types  of  interaction 
where  the  protection  margin  is  large,  and  conversely  identifying  those  inter¬ 
actions  requiring  a  detailed  analysis  to  obtain  protection  margins  which  are 
marginal  and  for  which  therefore  one  needs  a  relatively  high  degree  of  con¬ 
fidence.  Thus,  when  used  properly,  procedures  based  upon  modeled  data 
provide  a  means  of  rapidly  culling  from  further  analysis  configurations  for 
which  the  protection  margin  would  be  found  to  be  quite  large  if  an  "exact" 
analysis  were  made.  Such  procedures  are  identified  later  in  the  text. 

To  carry  out  the  required  procedures,  the  following  Information  may 
be  needed.  The  ways  in  which  the  information  is  used  is  described  in  succeeding 
paragraphs. 

Emitters 


For  each  cabinet:  Power  requirements,  V,  I,  cable  type,  effective 

dipole  strength  and  location,  shielding  effective¬ 
ness;  H-fleld  at  specified  cabinet  distance. 

For  each  power  cable:  Type  (parallel  wire,  twisted  pair  or  triple, 
coax).  Identification;  current  carried,  both 
differential  and  common  mode;  location. 


Narrowband  -  Broadband  Correction  Factor  {  To  be  Added  to  Narrow' 
band  Limits  to  Obtain  Broadband  Limits  in  dB/unit/MHz) 


For  each  signal  cable:  Type  (parallel  wire,  twisted  pair,  coax), 

location, type  and  effectiveness  of  shield  and 
current  carried,  both  dif ferential-and-comraon- 
mode. 


Susceptors 

For  each  cabinet:  H-field  susceptibility  or  pickup  loop  area  and 
shielding  effectiveness  of  cabinet;  E-field 
susceptibility. 

For  each  power  cable:  V  (DM);  V  (CM) 

susc  susc 

For  each  signal  or  control  cable:  V  ,  type  of  cable  (effective 

pickup  loop  area),  connector  shielding  effective¬ 
ness;  V  (common  mode), 
susc 

Ultimately,  as  illustrated  in  Fig.  29, there  are  four  basic  protection 
margins  that  must  be  evaluated  for  each  cabinet;  for  each  cable  connection, 
those  associated  with  (l)  differential  mode,  and  (2)  common-mode  conduction 
interactions,  and  for  the  cabinet  those  associated  with  (3)  magnetic  field 
and  (4)  electric  field  interactions.  The  conduction  interactions  should  be 
evaluated  for  each  cable  connection,  be  it  a  signal,  control  or  power  cable. 
For  the  common  mode,  for  a  shielded  cable,  one  can  consider  two  interference 
mechanisms — the  first  is  Chat  due  to  voltages  placed  on  the  "active"  conduc¬ 
tors,  and  the  second  due  to  current  on  the  shield  which  usually  but  not  always 
is  connected  to  the  cabinet  at  the  point  of  cable  entry  into  it.  The  latter 
mechanism  is  similar  for  all  cables  and  the  susceptibility  threshold  is  likely 
about  the  same  for  one  cable  as  for  another.  In  the  case  of  common-mode 
voltages  impressed  on  "active"  conductors  the  susceptibility  threshold  may 
vary  widely  from  one  cable  to  another. 

Figure  29  shows  that,  in  concept,  in  using  the  protection  margin 
(P.M.)  chart,  one  assigns  values  pertaining  to  each  of  the  types  of  inter¬ 
action  for  each  equipment  as  an  emitter  and  also  as  a  susceptor.  The  protec¬ 
tion  margin  is  then  calculated  for  each  interaction.  The  final  P.M.  for  a 
given  pair  is  then  the  lowest  value  of  those  protection  margins. 

For  cable-to-cable  coupling  only  the  magnetic  field  mechanism  is 
considered.  However,  the  coupling  can  be  of  four  types,  i.e.,  the  source 
cable  can  be  producing  a  field  because  currents  appear  in  the  cable  in 
either  the  differential  mode  or  the  common  mode.  Likewise  voltages  induced 
in  the  susceptor  cables  can  appear  in  either  the  differential  or  common  mode. 

In  carrying  out  the  procedures,  frequent  reference  will  be  made  to 
the  nominal  levels  discussed  in  Section  4.  For  convenience,  Fig.  37 
summarizes  these  levels. 

5. 2  Magnetic  Field  Coupling 

5.2.1  Cabinet-to-Cabinet  Coupling 


The  general  process  is  illustrated  in  Fig.  38.  One  first  determines 
the  magnetic  flux  density  at  whidli  suscent Ibi 1 ity  would  be  observed.  As  an 
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=  Susceptibility  of  the  susceptor  with  respect 
to  the  appropriate  environmental  limit 
(see  p.  52,  Ref. 11)  at  the  worst  case 
frequency. 

=  Emissions  of  the  emitter  with  respect  to  the 
appropriate  environmental  limit  at  the  worst 
case  frequency. 

Arm  =  Distance  correction  factor 
PM  =  S  -  E-  +  APM 

FPM  =  Final  Protection  Margin.  If  PM  >  20  dB, 

then  FPM  =  PM.  If  PM  <  20  dB,  then  further 
detailed  analysis  is  performed  on  this  inter¬ 
action  pair,  and  the  resultant  protection 
margin  is  entered  as  FPM. 


Figure  38  Entries  in  Protection  Margin  Calculation 


example,  the  susceptibility  of  type  2  SWA  cable  connected  to  a  device 
having  a  sensitivity  of  1  yV  occurs  at  a  level  of  magnetic  field  27  dB 
above  the  nominal  level  as  shown  with  the  dotted  curve  on  Fig.  37.  If 
the  emission  level  in  a  given  case  is  equal  to  the  nominal  level,  and  the 
distance  between  emitter  and  susceptor  corresponds  with  the  distance  at 
which  the  emission  level  was  measured,  the  protection  margin  would  be 
27  dB.  For  a  different  distance  the  value  of  the  protection  margin  would 
require  a  distance  correction  factor  as  shown  on  Fig.  38. 

If,  after  making  the  appropriate  correction  factor,  the  P.M.  is 
negative,  then  a  more  detailed  analysis  may  be  required.  For  example,  if 
the  emitter  and  susceptor  level  shown  apply  only  at  specific  frequencies 
in  each  case,  then  it  is  still  possible  that  tuc  system  may  be  compatible 
if  the  maximum  emission  and  minimum  susceptibility  frequencies  do  not  coincid 
The  protection  margin  which  results  appears  in  the  block  marked  FPM  (Final 
Protection  Margin) . 

5. 2. 1.1  Magnetic  Dipole  Source 

A  convenient  model  for  cabinet-to-cabinet  coupling  calculations  is 
the  magnetic  dipole-to-loop  model.  From  Eq.  13  we  have 


where 

M^  is  the  effective  strength  of  the  magnetic  source  dipole 

r  is  the  total  distance  between  the  source  (measured  to  its 
magnetic  center)  and  the  susceptible  circuit. 

Note  that  in  this  relation,  directional  properties  of  the  field  and 
the  source  are  ignored,  although  H  and  M^,  are  actually  vector  quantities. 
Equation  A3  deals  only  with  their  magnitudes,  and  gives  the  maximum  magnetic 
field  strength  possible  from  a  source  of  strength  M^. 

The  susceptible  device  is  characterized  as  having  a  single  turn 
pickup  loop  of  area  A.  The  voltage  induced  in  such  a  loop  by  a  magnetic 
field  H  at  frequency  f  is,  using  Eq.  33, 

V  =  2TrfijA  H 


or  for  a  source  M 


2iTfviA  M 


This  relation  is  graphed  in  Fig.  39  for  a  frequency  of  60  Hz  and  susceptor 
loop  area  of  1  cm^ ,  and  for  values  of  source  dipole  strength  of  1.0,  0.1  and 
0.01  A-m^.  In  utilizing  this  graph  one  must  correct  predicted  values  of 
induced  voltage  in  propo''''lon  to  the  ratio  of  the  actual  dipole  strength, 
frequency,  and  susceptor  area,  to  the  values  labelled  on  any  particular  curve 


Figure  39  Minimum  Spocing  of  Magnetic  Source  and  Susceptor  as  Function  of  Susceptor  Sensitivity  and  Source 

2  2 

Strength.  Frequency  =60H2  Source  Strength  =  1.0 , 0.1 ,0.01  A-m  ,  Susceptor  Area  =  I  cm 


e.g.  for  a  2  cm^  susceptor  area  the  induced  voltage  is  raised  by  6  dB. 

The  ratio  of  the  induced  voltage  to  the  sensit-fvity  of  the  circuit 
at  that  point  is  the  value  of  the  protection  margin.  For  example,  if  a 
source  of  6C  Hz,  having  an  effective  dipole  strength  of  1.0  A-m^  is  located 
10  cms  from  a  susceptor  having  a  sensitivity  of  1  yV  and  an  effective  area 
of  1  cm^,  the  protection  margin  is  17.5  dB. 

In  the  event  the  source  dipole  strength  is  not  known,  one  can 
either  (1)  if  it  can  be  approximated  as  a  loop,  use  Fig.  15  in  order  to 
obtain  the  magnetic  flux  density  at  the  susceptor;  Fig.  26  can  then  be  used 
to  obtain  the  Induced  voltage  in  the  susceptor;  or  (2)  estimate  the  magnetic 
dipole  strength  based  upon  Fig.  17  and  Eq.  21  which  accompanies  it,  and  then 
use  Fig.  39- 

Figure  39  can  be  used  effectively  as  a  cull  procedure.  The  example 
just  given  shows  a  protection  margin  of  17.5  dB  for  a  spacing  of  10  cm  (4  in). 
The  dipole  strength  is  perhaps  somewhat  larger  than  typical  sources  (except 
for  "large"  electrical  transformers,  machines  and  switchboards)  and  the 
distance  is  as  small  as  would  usually  be  expected.  Also,  the  effective  area 
of  1  cm^  is  about  an  order  of  magnitude  larger  than  would  be  expected  in  a 
well-designed  system.  In  other  words,  unless  a  system  has  a  sensitivity 
well  below  1  yV  or  is  near  a  large  distribution  panel  or  machine,  it  is 
unlikely  to  experience  degradation.  Only  the  most  sensitive  equipments 
could  experience  degradation  at  a  distance  of  1  meter.  Thus,  most  cabinet- 
to-cablnet  interactions  can  be  culled  quickly.  Significant  cabinet-to-cable 
interactions  may  be  more  probable,  but  this  depends  upon  the  techniques  used 
in  installing  cable. 

5 . 2 . 1 . 2  Cabinet-to-Cable  Calculations 

The  same  model  is  used  as  in  5. 2. 1.1.  For  differential-mode 
induced  voltages  the  cable  half-loop  area  is  used  for  A  in  Eq.  44  and 
the  shortest  distance  from  the  cable  to  the  cabinet  is  used  for  r.  The 
graph  of  Fig.  39  may  be  applied. 

5 . 2 . 1 . 3  Cable-to-Cabinet  Calculations 

In  this  case  the  procedure  used  depends  upon  the  type  of  cable  in 
use.  For  power  cables  which  are  twisted  pairs  or  triples  the  formulas  in 
section  2. 3. 3. 3  can  be  applied.  Figures  23  and  24  give  the  fields  as  a 
function  of  distance  for  TNW  and  DSGA  types.  If  the  area  of  the  susceptor 
loop  is  known,  the  induced  voltage  can  be  obtained  from  Figs.  23  or  26. 

This  voltage,  when  subtracted  from  the  cabinet  equipment  sensitivity,  will 
yield  the  protection  margin.  Where  the  effective  susceptor  loop  area  is 
unknown,  and  where  it  can  be  assumed  that  the  circuits  contained  within 
the  cabinet  are  well  designed  irom  an  E^^C  point  of  view,  a  reasonable 
assumption  is  that  the  most  susceptible  part  of  the  circuit  is  located  in 
the  connector  for  the  input  signal  cable.  The  area  is  assumed  to  be  10 
times  the  "half  loop"  area  of  the  connected  cable. 

For  cables  which  are  parallel  wires,  or  for  which  common-mode 
currents  are  the  source,  one  must  use  the  flux  density  data  obtained  from 
Fig.  19  where  the  wire  separation  d  is  twice  the  height  of  the  cable 
above  the  ground  plane. 


In  the  case  of  coaxial  cables  the  same  figure  is  used  but  the 
separation  distance  d  is  obtained  from  Fig.  20. 

5. 2. 1.4  Cable-to-Cable  Calculation 


In  this  case  the  same  procedure  is  used  as  for  the  cable-to-cabinet 
calculation  for  the  determination  of  the  emission  flux  density.  For  the 
susceptor  cable,  if  it  is  of  the  twisted  type  the  "half  loop"  area  is 
determined  and  Fig.  26  used  to  calculate  the  induced  voltage. 

When  the  susceptor  configuration  consists  of  parallel  lines  or 
the  concern  is  with  the  common  mode,  a  parallel  wire  line  model  should 
be  used.  Data  on  Induced  voltage  can  also  be  obtained  from  Fig.  26. 

5. 3  Conductive  Coupling 

Interference  voltages  appear  on  the  power  line  due  to  (1)  line 
frequency  harmonic  currents  originating  in  nonlinear  devices  connected 
to  the  line;  or  (2)  unintentional  coupling  of  signal  oscillators  back  into 
the  power  line. 

Methods  of  modeling  the  levels  of  harmonics  generated  are  discussed 
in  paragraph  2.2.2.  Methods  of  modeling  a  complete  power  system  and  of 
computing  levels  of  h;:rmonic  voltages  appearing  on  it  are  discussed  in 
Ref.  4.  These  techniques  are  not  further  discussed  here.  However,  it 
should  be  noted  that  to  estimate  common-mode  emission  levels,  the  levels 
of  harmonic  voltages  shou.d  bo  known. 

As  mentioned  in  paragraph  2.2.2.,  for  conducted  interference  the 
pair-wise  interaction  concept  must  be  modified,  as  discussed  in  the  following 
paragraph . 

5.3.1  Pi  f  f cren t  i a  1 -Mocie  Conducted  Coupling 

Because  of  the  fact  that  all  devices  connected  to  the  same  power 
line  are  " interconnec t cd , "  they  will  all  be  subject  to  approximately  the 
same  harmonic  levels.  Small  differences  in  these  levels  will  occur  because 
they  are  connected  at  different  points  on  the  line  and  voltage  differences 
will  appear  because  of  the  impedances  between  the  different  points  of 
connection.  Hence,  tf\c  differential-mode  voltage  appearing  at  a  susceptible 
terminal  is  not  uniquely  related  to  that  of  a  given  source.  In  fact,  although 
it  is  probably  best  to  characterize  the  differential  mode  characteristic  of 
any  given  source  in  terms  of  the  current  it  emits,  the  susceptance  of  the 
susceptor  is  best  characterized  in  terms  of  the  line  voltage.  Thus,  in 
making  the  protection  margin  calculation  for  differential-mode  voltage, 
in  following  the  procedure  as  illustrated  in  Fig.  38,  in  the  block  marked 
emission  level,  one  Inserts  the  line  voltage  level  actually  appearing  at  the 
susceptor  terminals  or,  if  not  available,  the  level  calculated  using  the 
model  discussed  in  reference  4. 
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5.3.2  Common-Mode  Conducted  Coupling 

The  common  mode,  or  structure  currents  appearing  In  a  given 
installation,  in  general,  have  a  complex  pattern  which  depends  upon  where 
line-to-ground  capacitors  appear  in  the  configuration  and  also  where  isola¬ 
tion  transformers  are  used  to  control  such  currents. 

Where  a  given  cable  is  used  only  to  interconnect  one  particular 
cabinet  to  another,  its  emission  current  level  can  be  directly  compared 
with  the  susceptibility  level  of  the  other  cabinet. 

However,  where  more  than  two  cabinets  are  interconnected,  as  in  the 
case  of  the  power  line,  estimates  of  the  levels  that  may  appear  must  be  based 
upon  more  complex  models.  An  example  of  such  an  estimate  is  given  in  para¬ 
graph  2. 2. 3.1. 


5.4  Isolation  Factors 


If  the  source-susceptor  separation  is  different  from  the  distance 
specified  in  the  limits,  then  the  protection  margin  will  be  increased  or 
decreased  depending  upon  whether  this  distance  is  greater  or  less,  respectively. 
The  amount  of  the  change  in  protection  margin,  or  the  isolation  factor,  for 
each  interference  mechanism  may  be  computed  by  the  formulas  given  in  this 
section. 


5.4.1  Case-to-Case  and  Case-to-Cabic  Coupling 

A  magnetic  dipole  model  is  assumed.  The  field  at  a  distance  r  from 
the  source  will  be 


where  r, .  .  =  distance  at  which  tlic  magnetic  field  limit  of  Fig.  32 

limit 

applies.  The  change  in  protection  margin  is  thus,  for  magnetic  field  coupling 


APM(dB)  =  60 


(45) 


l.e.  the  protection  margin  between  susceptibility  and  emission  levels  is 

Increased  by  three  times  the  decibel  increase  in  distance  relative  to  the 

distance  specified  in  the  limit.  If  r, .  .  =6  Inches  and  the  source  case 

limit 

and  susceptor  case  or  cable  are  separated  by  12  Inches,  then  the  protection 
margin  obtained  by  overlaying  the  emission  levels  at  6  inches  and  the  suscep¬ 
tibility  data  is  increased  by  3  x  20  log,  —  =  3  x  6  dB  =  18  dB. 

iU  D 
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5.4.2  Cable-to-Cable  and  Cable-to-Case  Coupling 


5. 4. 2.1  Differential  Mode 


The  differential  mode  emission  model  is  that  of  a  twisted-pair  cable 
of  pitch  p  and  conductor  separation  d.  The  field  from  DSGA-type  cables 
carrying  the  current  of  Fig.  30  at  the  distance  of  Fig.  33  is  equal  to  the 
magnetic  field  limit  of  Fig.  32.  For  other  types  of  cables,  for  other  currents 
and  for  other  distances,  the  change  in  magnetic  field  above  or  below  the  limit 
shown  in  Fig.  32  may  be  computed  by  the  use  of  Fig.  40. 

To  use  Fig.  40  to  find  the  field  at  distance  r  from  the  line,  first 

the  ratio  r/p  is  calculated.  The  reference  distance  r  ,  is  found  from  the 

ret 

plot.  The  change  in  magnetic  field  is  then  found  from  the  formula: 


where 


(46) 


I 


I 


ref 


d 


d 

re 


f 


^llmlt 


current  actually  flowing  in  the  line,  dB(A) 

"60  Hz  line"  limit  of  Fig.  30  for  100  ampere  cable 
100  A  at  60  Hz  falling  as  1/f  =40-20  log^^f/bO  dB{A) 
cond'/ctor  separation 
d  for  DSCA  100 

magnetic  field  limit  of  Fig.  32. 


The  change  in  protection  margin  from  that  obtained  by  overlaying 
the  source  levels  at  the  si>ocified  distances  of  Fig.  33  and  the  susceptibility 
data  is  the  negative  of  the  dB  increase  in  magnetic  field  or 


P"  ■ 


(47) 


The  susceptibility  lev  s  are  expressed  either  in  terms  of  the 
magnetic  field  at  the  susceptor  case  or  the  voltage  on  the  susceptor  cable. 
In  either  case,  an  increase  in  the  magnetic  field  from  the  source  will 
decrease  the  protection  margin  and  vice  versa. 

As  an  example,  consider  the  field  at  a  distance  of  6  inches  from 
DSGA-50  cable  (six  inches  is  the  distance  specified  for  100  ampere  cable), 
carrying  100  amperes  at  60  Hz.  r/p  =  6  inch/8.0  =  0.75.  plot 

of  Fig.  40  is  4.2  in.  d  =  0.334  in.  =  -9.5  dB(in.)  I. .  =  50  amperes  for 

DSGA-50  cable. 


75  - 


Fig.  40  Twisted  Pair  Source  Cable,  Field  Reference  Line 

Reference  levels:  DSGA-100  cable 

Current  =  I  ,  =  lOOA  =  40  dB(A) 
ref 

Conductor  Sep.  =  “  0.452  ra  =  -  7  dB(ln) 

Frequency  =  =  60  Hz  =  36  dB(Hz) 

B, .  =  mag.  field  limit 

Lim 

=  12  dB(nT)  at  60  Hz  decreasing  as  1/f 
(B-B^i^)dB(pT)  =  (I-I^^^)dB(A)  +  (d-d^^^)dB(in) 

-  2(r-r^^j)dB(ln) 

-  (f-f  .)dB(Hz) 
ret 

To  use:  (1)  Cornpute  r/p. 

(2)  Find  r  ^  from  this  plot, 
rcr 

(3)  Compute  B-B^^^  from  above  equal  i( 


B  <  B 


I  -  I  -  =  40  -  40  =  0  dB 
ref 


d-d  ,  =  9.5  -  (-7)  =  -2.5  dB 
ref 


r  -  r^^^  =  20  log^^  ^  =  3.1  dB 


B  -  =  2.5  -  2(3.1)  =  -2.5  -6.2  =  -8.7  dB 


APM  =  -  (-8.7)  =  +  8.7  dB 


i.e.,  due  to  the  increase  In  p  and  d,  the  field  has  been  reduced  by  8.7  dB 
from  that  produced  by  DSGA-100  cable.  Increasing  the  protection  margin  by 
the  same  amount.  This  result  indicates  the  advisability,  generally,  of 
utilizing  the  maximum  capacity  of  power  cables,  from  an  electromagnetic 
compatibility  standpoint,  rather  than  choosing  cable  sizes  larger  than 
necessary  to  carry  a  certain  load  current. 

5.4. 2. 2  Common-Mode  Source  Cable 

2 

The  field  from  a  common-mode  source  varies  as  1/r  or  1/r  (where 
r  =  distance  from  the  source  cable)  depending  upon  whether  r  is  smaller  or 
larger  than  the  distance  of  the  cable  from  the  ground  plane. 

“nie  common-mode  field  above  2  MHz  shown  in  Fig.  32  is  computed  for 
a  distance  of  6  in.  from  the  line,  and  assumes  that  the  distance  to  the 
ground  plane,  d,  is  greater  than  this. 

To  recompute  the  field  for  other  values  of  r  and  d.  Fig.  41  may 
be  used.  First,  r/d  is  computed  and  found  from  the  plot  of  Fig.  41. 

The  change  in  the  magnetic  field  level  due  to  the  change  in  r  and  d  is  then 
given  by 

(B-B,.  .  )  =  -  (r-r  dB 

limit  ,  ref 

r,d 


where  B, .  . ^ 
limit 


magnetic  field  limit  above  2  MHz  =  -98  dB(yT).  To  this 


must  be  added  the  dB  change  in  common-mode  current  level  from  the  common- 
mode  limit  of  20  dB(iJA): 

(B-Bii^lt)  =  [I  -  20  dB(pA)]-  (r-rj.^^)dB  (48) 


Protection  margins  calculated  on  the  basis  of  the  magnetic  field 
given  in  Fig.  32  must  be  reduced  by  this  change  in  the  field: 

PM  -  PM^  -  <A9) 
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Figure  •  Magnetic  Field  Reference  Line 

Parallel  Wire  Or  Common  Mode  Source 


It  should  be  noted  that  in  metal  compartments,  the  field  at  any 
point  is  affected  by  images  of  the  cables  in  walls  other  than  the  nearest 
vail  which  is  considered  to  be  the  ground  plane.  The  1/r^  variation  should 
therefore  be  used  with  caution  at  larger  distances  from  the  line,  say  for 
r  >  1/3  compartment  dimension.  In  such  cases  the  field  may  actually  be 
constant  as  r  varies.  Prediction  of  these  fields  is  a  matter  open  for 
further  study;  in  most  cases  of  practical  significance  r  may  be  small 
enough  that  the  above  relationships  are  adequate. 

5.4.3  Common-Mode  Susceptor  Cable 


The  voltage  induced  on  the  shield  of  a  cable,  as  discussed  earlier 
in  the  report,  is  a  function  of  the  area  of  the  ground  loop,  if  any,  of 
which  the  shield  is  a  part. 

2 

In  arriving  at  the  voltage  susceptibility  limit  of  Fig,  31,  a  5  ft 
ground  loop  area,  corresponding  to  a  10  ft  run  and  a  6  in.  height  above 
the  ground  plane,  was  assumed. 

For  other  run  lengths  (£)  and  heights  (d)  that  voltage  should  be 
corrected  by 

V[dB(V)]  =  V^^^.JdB(V)]  +  20  logj^Q  20  log^^  (50) 


where  =  common-mode  susceptibility  limit  (Fig.  31). 

The  protection  margin  obtained  by  assuming  the  common-mode  voltage 
Induced  is  equal  to  should  be  reduced  by  the  increase  in  voltage: 


PM  =  PM 

o 


(V  -  V 


limit 


)dB 


(51) 


5.4.4  Summary 

The  coupling  models  are  summarized  in  Table  II.  The  table  is 
applicable  to  both  broadband  and  narrow-band  interference.  For  narrow- 
band  interference,  the  signal  quantities  (B,  V,  and  1)  are  understood  to 
be  amplitudes  of  sinusoids  at  the  interference  frequency  f.  For  broadband 
interference,  they  are  understood  to  be  spectral  densities  at  the  frequency 
f.  These  are  multiplied  by  the  susceptor  impulse  bandwidth  to  obtain  peak 
signal  in  the  susceptor  bandwidth. 

5.5  Broadband  Interactions 


A  general  approach  to  the  calculation  of  protection  margins  in  the 
case  of  broadband  interactions  has  as  yet  not  been  completely  formulated. 
One  of  the  reasons  for  this  is  that  there  is  available,  at  this  time, 
Insufficient  data  on  the  characteristics  of  typical  broadband  emissions. 
Work  is  presently  going  forward  on  measuring  such  emissions. 
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TABLE  II  -  LOW  FREQUENCY  MAGNETIC  COUPLING  MODELS 
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Source  Source  to  Field  Field  to  Susceptor  Measured  Suscep-  Compatibil- 
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continued 


Figs.  2  and  3  for  additional  pulse  spectra  information. 


r 


I 


Accordingly,  particular  attention  has  been  devoted  to  one  particular 
type  of  transient,  namely  a  voltage  step  applied  to  an  inductive  load.  It, 
and  the  possible  coupling  of  it  into  other  circuits,  is  discussed  in  the 
following  paragraphs. 

5.5.1  Circuit  Model 


Assume  a  transient  magnetic  field  arises  from  closing  a  switch  on  an 
inductive  load.  The  equivalent  circuit  for  the  source  of  the  magnetic  field 
is  then 


The  value  of  L  is  assumed  in  the  pH  range,  say  5  pH. 

The  value  of  R  is  assumed  to  be  equal  to  the  equivalent  power  load 
resistance,  i.e. 


P  = 


or 


V  13.7 


The  transient  current  is  then 


I  -  I  I  1  -  e 
o 


(52) 


where 


^o 


P(kW) 

0.117 


5.5.2  Loop  Coupling  Model 

The  coupling  is  modeled  as  that  between  two  loops  of  areas  A^,  A^ 
spaced  a  distance  r. 

The  flux  density  at  distance  r  is  given  by  Eq.  11. 
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(53) 


M  =  lA,  (assumed  1  turn) 
m  1 


The  voltage  induced  in  the  susceptor  loop  (assumed  1  turn)  is 


max 


dt 


'  yiA^A^ 
47rr^ 


'‘Wi  E  -r‘ 

,  3  L  ® 

4TTr 


4tt  X  lo'^Aj^A^V 
4Trr\ 


=  2.3 


A1A2 


(54) 


For  case-to-case  coupling,  assume 

Aj^  =  A2  =  (0.3  m)^  (approx.  1  ft^) 
r  =  0.3  m 


Then  V  =  gV 

max 


Note  that  this  is  independent  of  the  size  (power  rating)  of  source 
equipment,  varies  inversely  as  the  cube  of  the  distance  and  is,  of  course, 
proportional  to  both  source  and  susceptor  areas.  It  is  also  dependent  on 
the  effective  acceptance  bandwidth  of  the  susceptor,  here  assumed  to  be 
completely  broadband. 

If  a  finite  bandwidth  can  be  defined  for  the  susceptor,  the  voltage 
induced  can  be  reduced  by  the  ratio  of  tlie  acceptance  bandwidth  to  the  spectral 
width  of  the  source  field.  If  the  spectrum  is  assumed  flat  to  the  cutoff 
frequency 


R  =  13.7 _  ^  2.7  .6 

^  P(kW)  X  5  X  10“^ 


(55) 


Thus  the  induced  voltage  in  a  bandwidth  of  AF  MHz  is 
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2.3  A^A2 


AF  X  10~^^p(kW) 
2.7  X  10^ 


2.3  A  A 

- 0.39  AF(>mz)  P(kW) 

r 

Thus,  for  the  above  parameters  of  Aj^,  A^,  and  r,  for 


(56) 


AF  =  0.01  and  P  =  1  kW 


V  =  8  X  0.0039  =  0.0312  volts  (57) 

max 


For  the  wide-band  case  and  A^^  =  A^  =  1  sq.  ft.  and  r  =  1  ft,  the 

8  V  induced  is  above  the  1  V  susceptibility  level  specified  in  MIL-STD-461 
for  power  circuits.  Considerations  that  can  be  used  to  justify  lower  induced 
voltage  are  the  following: 

1.  If  spacing  is  increased,  an  inverse  cube  relation  applies,  e.g. 
for  a  spacing  2  ft,  the  induced  voltage  Is  1  volt,  equal  to  the  MIL-STD 
limit. 


2.  Careful  wiring  of  power  leads  can  reduce  sharply  the  effective 
areas  A^^  and  (wires  to  on-off  and  other  switches  should  be  twisted  or 

closely  spaced  parallel  pairs) . 

3.  Continuous  steel  or  aluminum  cabinets  will  provide  significant 
shielding  against  magnetic  fields,  especially  at  frequencies  above  10  kHz. 

4.  The  induced  voltage  in  signal  and  control  cables  will  be  reduced 
by  the  factor  of  the  effective  intercept  area,  e.g. 

for  2  SWA  cable  A  =  4.6  x  io“^ 

-4  2 

=3.2  X  10  ^  ft 

Thus,  without  shielding,  and  for  A^  =  1  sq.  ft  and  r  =  1  ft 

V  =  25.6  X  lo“^  =  2.56  mV  (58) 

max 


This  is  not  likely  to  cause  difficulty  in  digital  circuits,  and  in  analog 
circuits  usually  will  be  reduced  by  an  effective  bandwidth  correction  factor. 
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5,  Cabinet-to-cable  couplings  can  be  estimated  in  terms  of  equivalent 
area  of  the  susceptible  cable,  either  differential  mode  (in  terms  of  cable 
construction)  or  common  mode,  in  terms  of  height  above  ground  plane  and 
effective  field  intercept  length. 

5.5.3  Common-Mode  Cable  Coupling 

In  this  case  assume  two  parallel  wires  of  heights  h^^,  h^  above  a  ground 
plane  spaced  by  r.  From  Table  II 


B 


27rr(r  +  2hj^) 


At  the  susceptor  cable,  common-mode  induced  voltage  per  unit  length  can  be 
calculated  as  follows: 


d_rjvv:ojcM 

LzirrCr  +  2h^)  _ 


(59) 


The  form  of  the  common-mode  current  is  important.  As  a  worst  case 
it  can  be  assumed  to  be  a  fixed  portion  of  the  differential-mode  current 
(say  0.1).  Actually,  it  can  be  expected  to  increase  with  frequency  because 
imbalance  leading  to  common  mode  is  due  to  capacitance  (either  distributed 
or  lumped  in  filters).  Furthermore,  the  rise  time  may  be  lower  than  for 
differential  mode,  because  the  common-mode  inductance  will  be  substantially 
larger,  say  50-100  yH. 


Using  =  pi 

V 

max 


2irr(r  +  2hj^) 


R 

L 


2hj^h24Tr  x  lo"^  pV 
2TTr(r  +  2hj^)L 

4  X  lo"^  hj^h2ll7p 
r(r  +  2hj^)  50  x  lo' 


P  ^1^2 

-  volts  (60) 

r(r  +  2h^) 


For  p  =  0.1,  hj^  =  h2  =  r=  6  inches. 


V  =  0.033  volts/meter 


5.5.4  Calculation  of  Protection  Margins 


The  spectrum  amplitude  per  ampere  (1^=!  1)  for  the  current  given  by 
Eq.  52  is  shown  on  Fig.  42.  It  should  be  noted  that  the  spectrum  amplitude 
follows  a  1/f  variation  with  a  magnitude  l/irf  out  to  a  cutoff  frequency  which 
is  approximately  equal  to  I/ttt  where  t  is  the  rise  time  of  the  switched 
current  pulse,  given  by  the  quantity  L/R.  Beyond  this  frequency,  the  spectrum 
drops  off  inversely  as  the  square  of  the  frequency.  The  cutoff  frequency 
shown  on  Fig.  42  is  0.747  MHz,  1=1  ampere  (R  =  117  ohms),  and  L  =  50  >:  10  H. 

Figure  43,  obtained  using  Fig.  15,  shows  at  "A"  the  value  of  the  flux 
density  produced  by  such  a  switching  transient  for  a  source  loop  area  equal 
to  1  square  meter  at  a  distance  of  7  cm.  In  this  figure  it  is  assumed  that 
the  source  loop  has  a  sufficient  number  of  turns  and  correspondingly  small 
enough  diameter  that  the  field  drops  off  inversely  with  the  cube  of  the 
distance  at  the  7  cm  distance.  If  the  source  area  is  larger  than  permitted 
with  this  assumption,  the  field  at  7  cm  would  have  to  be  corrected  accordingly 
(see  Fig.  15),  or  in  accordance  with  more  exact  calculations. 

Figure  43  also  shows  at  "B"  the  susceptibility  of  a  1  square  cm  loop 
sensitive  to  1  yV  when  subjected  to  a  broadband  magnetic  field.  This  is 
derived  and  interpreted  as  follows.  From  Eq.  54  it  can  be  seen  that  the 
maximum  voltage  is  inversely  proportional  to  the  inductance  L.  Further¬ 
more,  since  the  cutoff  frequency  on  the  spectrum  amplitude  is  also  inversely 
proportional  to  the  Inductance  L,  one  can  infer  that  equal  portions  of  the 
spectrum  below  the  cutoff  frequency  have  an  equal  importance  in  generating 
peak  voltage  even  though  their  spectrum  amplitude  levels  are  different. 

For  example,  neglecting  the  contribution  of  the  portion  of  the  spectrum 
above  the  cutoff  frequency,  the  portion  of  the  spectrum  from  0  to  20  kHz 
produces,  according  to  Eq.  54,  just  twice  the  voltage  that  would  be  produced 
by  the  portion  from  0  to  10  kHz.  But  according  to  Eq.  52,  the  spectrum 
level  at  20  kHz  is  just  1/2  of  the  spectrum  level  at  10  kHz. 


The  induced  voltage  per  hertz  can  be  obtained  by  dividing  Eq.  54 
by  the  cutoff  frequency, and  thereby  obtain 


V 

max 


/Hz 


n  lo”^ 

3 

r 


I 


TT  10"Vm 
_ 2  m 

3 

r 


(61) 


where  is  the  magnetic  dipole  strength  of  the  source  loop  equal  to  the 
area  times  the  steady  state  current  in  the  circuit.  For  a  pickup  loop 
area  A»,  of  1  sq  cm  (10“^m^)  and  a  distance  from  the  source  of  7  cm  (0.07  m) 
and  a  banawldth  of  10  kHz,  one  obtains  a  maximum  Inducted  voltage  per  10  kHz 
bandwidth  of  0.915  x  10~3  volts.  For  a  1  yV  susceptibility  the  permitted 
source  strength  (or  magnetic  field  level)  would  be  59  dB  less  than  that 
corresponding  to  the  1  A-m^  curve,  as  shown  at  "B".  This  curve  is  interpreted 


Figure  42  Spectrum  of  Current  Stop  of  I  Ampe 
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Figure  43  Broad-Bond  Magnetic  Field  Emission  Spectrum 
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as  follows.  It  shows  the  level  of  flux  density  spectrum  amplitude  which 
over  any  10  kHz  portion  will  generate  1  yV  in  a  1  cm^  loop.  The  portion 
may  be  that  from  0  to  10  kHz,  10  kHz  to  20  kHz,  25  kHz  to  35  kHz,  etc. 

If  the  susceptible  device  has  a  wider  bandwidth  or  different  voltage 
susceptibility  level,  the  "B"  curve  must  be  adjusted  accordingly.  For 
example,  for  a  1  susceptibility  in  a  1  MHz  bandwidth  the  curve  is  drawn 
as  at  "B"'  (120  dB  -  40  dB  =  80  dB  correction). 

In  applying  this  technique  in  practice,  one  adjusts  the  level  of 
the  emitter  for  magnitude  of  current,  area  of  current  loop,  bandwidth  of 
the  susceptor,  shielding  effectiveness  and  spacing,  and  the  level  of  the 
susceptor  for  bandwidth,  effective  pickup  area,  and  susceptibility  voltage. 
Then,  as  a  first  estimate,  the  protection  margin  is  given  by  the  spacing 
between  the  susceptibility  and  emission  curves  in  the  frequency  range 
corresponding  to  the  receiver  (susceptor)  passband.  If  the  apparent 
protection  margin  is  poorer  (lower)  outside  this  frequency  range,  an 
estimate  of  the  protection  margin  requires  taking  into  consideration  the 
receiver  rejection  of  frequencies  outside  the  passband.  Also,  if  the 
emission  and  susceptibility  curves  are  not  parallel,  a  visual  averaging 
technique  must  be  used  to  get  a  reasonably  accurate  estimate. 

5.5.5  Application  to  Fields  Produced  by  Power  Supplies 

For  the  purpose  of  making  rough  estimates,  the  magnetic  field 
algorithm  for  power  supplies  indicates  fields  at  60  Hz  ranging  from  20  to 
30  dB  (pT)  for  volt-amperes  ranging  from  10^  to  10®  at  a  distance  of  7  ems 
from  the  edge  of  the  device. 

Assume  the  field  generating  device  can  be  represented  as  a  dipole 
centered  5  ems  from  its  edge  making  the  distance  12  ems  from  the  dipole  to 
the  point  of  measurement.  By  using  Fig.  III.l,  p.  53  of  Ref.  5,  one 
obtains  the  relation 


(62) 


where 

H  is  the  magnetic  field  strength  in  amperes/meter 

2 

M  is  the  dlprle  strength  in  amperes-meters 
To  relate  the  magnetic  flux  density  to  the  magnetic  field  strength,  we  use 


B[dB(yT)]  =  H[dB(A/m)]  +  2  dB 


(63) 


Writing  Eq.  62  in  dB  and  using  Eq.  63 

M[dB(A-m^)]  =  B[dB(MT)]  -  32  dB 


(64) 
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Hence,  the  dipole  strengths  range  between  -12  and  -2  dB(A-m  )  for  typical 
sources  (at  60  Hz).  From  Fig.  43  such  sources  will  produce  between  -12 
and  -2  dB  below  1  V/(MHz-cm^). 

If  for  digital  circuits  it  is  assumed  the  susceptibility  is  1  volt, 
and  the  bandwidth  is  1  MHz,  a  circuit  with  an  effective  area  of  one  square  cm 
would  be  just  below  the  susceptibility  level  (-12  to  -2  dB  depending  on 
source  strength). 

For  an  analog  circuit  a  more  realistic  bandwidth  is  10  kHz.  The 
Induced  voltage  would  be  40  dB  less  in  this  case.  Whether  such  a  circuit 
would  be  susceptible  to  the  sharp  Impulse  generated  is  uncertain. 

It  should  be  noted  that  as  distance  increases  the  induced  voltage 
is  correspondingly  decreased  (according  to  either  a  1/r^  or  1/r^  law). 

In  addition  to  power  supplies  (containing  magnetic  windings  such 
as  with  transformers)  loops  can  produce  magnetic  fields.  In  the  differential 
mode  such  loops  are  likely  to  be  quite  small,  say  10  sq  cms  at  the  most. 

For  a  100  ampere  load,  one  would  have  a  strength  of  100  x  10  ^  =  O.l(A-ra^). 

Twisted  power  cables  are  likely  to  be  of  the  same  or  lower  effec¬ 
tiveness  as  sources. 

A  more  significant  model  for  interference  to  digital  systems  is 
one  In  which  the  source  arises  from  common-mode  currents.  Unbalanced 
switching  transients  might  occur  at  the  higher  frequencies  above,  say, 

50  kHz  because  of  capacitances  of  as  little  as  tenths  of  microfarads 
used  from  line  to  ground.  The  importance  of  this  model  has  not  yet  been 
evaluated. 

5.5.6  Conducted  Broadband  Susceptibility 

In  the  case  of  power  line  conduction,  coupling  can  occur  in  both 
the  differential  and  common  modes.  In  both  cases  the  length  of  the  line 
between  the  source  of  the  transient  and  the  susceptible  device  may  be  of 
consequence  in  the  effectiveness  of  the  pulse.  If  the  length  is  short 
(compared  with  the  wavelength  for  the  highest  frequency  of  interest),  an 
accurate  calculation  depends  upon  the  effective  impedance  of  the  transient 
generator.  At  the  present  time,  little  is  known  about  this.  For  this 
reason  a  long  line  assumption  is  made  (although  invalid)  in  order  to 
get  some  sort  of  estimate. 

We  assume  the  transient  is  propagated  on  the  line  and  that  at  the 
susceptible  device  it  appears  to  have  an  internal  impedance  corresponding 
to  the  impedance  of  the  line.  In  the  differential  mode  this  impedance  is 
assumed  to  be  100  ohms.  The  susceptor  equivalent  circuit  is  assumed  to  be 
a  capacitor  which  absorbs  the  transient  and  the  equivalent  circuit  as  shown 
below.  For  a  500  volt  transient  lasting  2.5  ps 
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(neglected) 


the  charge  Q  flowing  into  the  capacitor  is 


i  dt  =  12.5  X  10  ^  coulombs 


and  the  resulting  voltage  is  V  = 


For  a  1  yF  capacitor 
V  = 


12.5  X  10 


=  12,5  volts 


(65) 


In  a  typical  circuit  the  susceptor  is  a  power  supply  with  a  transformer, 
rectifier  and  filter.  It  is  not  likely  that  the  full  transient  will  be 
transferred  through  the  power  transformer  but  even  if  it  were,  the  filter 
would  reduce  the  transient  to  a  level  which  would  not  cause  equipment  degrada¬ 
tion. 


In  the  common  mode  the  impedance  of  the  power  line  is  probably  higher, 
say  200  ohms.  This  would  result  in  one-half  the  voltage  as  given  above,  but 
the  voltage  would  also  be  reduced  somewhat  because  only  the  upper  frequency 
components  are  likely  to  appear  in  the  common  mode.  With  a  line-to-ground 
capacitance  of  0.01  yF,  and  only  10%  of  the  charge  effective  in  the  common 
mode,  the  estimate  is  125  volts  line  to  ground.  Since  this  is  coupled  to 
the  secondary  only  through  the  interwinding  capacitance  which  is  quite  small 
(less  than  0.001  pF),  it  is  unlikely  to  appear  on  the  secondary  side  with 
any  significant  magnitude  unless  the  secondary  is  not  grounded.  In  that 
case,  unless  large  line-to-ground  filter  capacitors  are  used,  significant 
common-mode  voltages  could  occur.  This  is  possible  but  considered  unlikely. 

For  signal  lines  coupling  can  occur  magnetically  and  electrically. 

For  magnetic  coupling  with  a  common-mode  source  conductor  and  an  adjacent 
two-wire  cable  (spaced  2  mm  from  it),  the  estimated  induced  voltage  in  the 
differential  mode  is  0.]8  volts.  For  the  susceptor  cable  in  the  common  mode, 
computation  may  be  made  using  Eq.  60.  For  h.  =  h_  =  2  inches,  spacing  =  2  mm 
and  p  =  0.1 
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max 


0.1  X  2  X  2 


1,2  v<jlts/nieter 


C66) 


An  apparently  significant  means  of  coupling  results  from  the  common 
impedance  of  the  ground  plane.  Paragraph  5.5.7  shows  that  ground  plane 
potential  differences  of  the  order  of  volts  can  be  expected  in  the  vicinity 
of  the  point  of  grounding  a  pulse-carrying  circuit.  If  a  shield  of  a  two- 
wire  line  is  grounded  in, that  vicinity,  that  voltage  will  appear  at  the 
input  of  a  susceptible  device  in  the  common  mode.  With  a  balanced  input 
a  digital  device  should  be  unaffected  by  the  transient.  If  the  input  is 
not  balanced,  then  signal  errors  are  quite  possible. 

5.5.7  Experimental  Tests 

Majewskl  (Ref.  13)  has  examined  the  effect  of  power  line  transients 
in  a  single-wire  conductor  on  a  nearby  shielded  twisted  pair  and  noted, in 
passing,  that  grounding  the  shield  at  the  end  of  the  cable  furthest  from 
the  receiver  had  the  same  effect  on  the  induced  voltages  as  floating  the 
shield,  while  grounding  at  the  opposite  end  reduced  the  magnitude  of  the 
induced  voltage.  The  work  described  below  was  performed  in  an  effort  to 
Investigate  that  effect  and  to  determine  whether  the  voltage  appearing  on 
the  twisted  pair  was  due  primarily  to  magnetic  or  capacitive  induction. 

5. 5. 7.1  Equipment 

The  wires  were  supported  parallel  to  each  other  about  2  inches  above 
the  ground  plane  and  closely  spaced  (about  2  mm).  The  source  wire  was  a 
single  //12TW  insulated  copper  wire  grounded  to  the  copper  table  top  through 
a  51  resistor  at  one  end,  and  connected  to  the  pulse  generator  with  coaxial 
cable  at  the  other.  The  susceptor  wire  was  a  length  of  insulated  shielded 
twisted  pair,  and  the  100  resistor  connecting  the  two  wires  of  the  twisted 
pair  was  enclosed  in  a  metal  box  insulated  from  the  cable  shielding.  Each 
lead  of  the  other  end  of  the  twisted  pair  was  connected  to  one  channel  of 
the  oscilloscope,  while  the  sheath  was  connected  to  the  scope  ground.  The 
pulse  generator  produced  5  ps  50  V  pulses  witli  a  rise  time  of  about  20  ns 
at  a  rate  of  about  AOO  pps. 

5. 5. 7. 2  Procedure  and  Results 


It  was  initially  assumed  that  the  magnetic  field  generated  by  the 
pulse  in  the  source  cable  could  be  described  by  the  model  proposed  in 
section  5.5.1,  and  that  somewliere  along  the  parallel  lengths  of  cable  the 
magnetic  field  would  pass  through  a  loop  the  sire  of  one  twist  of  the  twisted 
pair.  Calculations  indicated  that  the  induced  voltage  would  be  of  the  order 
of  0.1  V.  If  such  a  magnetically  induced  voltage  wore  a  component  of  the 
voltage  across  the  two  leads  of  the  twisted  pair,  it  would  be  reasonable  to 
expect  the  measured  voltage  to  fluctuate  as  the  twisted  pair  (and  therefore 
any  loop  within  the  twisted  pair)  was  rotated  along  its  axis.  But  even 
when  an  unshielded  twisted  pair  was  supported  close  to  the  source  wire  and 
rotated,  no  fluctuation  of  the  induced  voltage  was  observed. 
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With  the  shielded  twisted  pair  as  close  to  the  source  wire  as 
possible  and  with  the  shield  ungrounded,  common-mode  induced  voltages 
exceed  1,5  V*  the  receiver  is  balanced,  differential  voltages  are 

small  (under  0.1  volt),  but  if  one  side  of  the  twisted  pair  is  grounded 
at  the  receiver  the  common-mode  voltage  appears  as  a  differential  voltage. 

But  the  voltage  induced  in  the  susceptor  is  not  entirely  due  to 
current  flowing  through  the  single  wire.  A  common-mode  voltage  of  over 
0.05  V  also  appears  when  the  susceptor  cable  is  lying  on  the  ground  plane 
20  or  30  cm  from  the  emitter;  a  common-mode  voltage  will  also  appear  if 
the  pulse  generator  is  completely  disconnected  from  the  single  wire,  the 
leads  connected  through  a  50  (2  resistor  and  the  ground  lead  side  of  the 
resistor  touched  to  a  remote  corner  of  the  copper  ground  plane.  Thus, 
there  are  currents  flowing  through  the  ground  plane,  and  potential 
differences  along  it. 

This  observation  then  can  explain  the  results  observed  when  the 
shield  is  grounded.  Connecting  the  shield  to  a  point  of  relatively  high 
potential  along  the  "ground"  raises  at  least  a  portion  of  the  shield  to 
that  potential  as  well.  This,  in  effect,  puts  the  high  potential  surface 
closer  to  the  twisted  pair  and  in  some  cases  leads  to  an  increase  in  the 
induced  voltage. 

This  effect  has  been  observed:  with  the  twisted  pair  lying  on  the 
table  top,  "grounding"  the  shield  at  an  injudiciously  chosen  spot  can  increase 
the  common-mode  voltage  to  almost  0.2  V.  Thus,  although  Ref.  13  notes  that 
grounding  the  shield  at  the  point  most  remote  from  the  receiver  is  equivalent 
to  floating  the  ground,  the  important  fact  is  not  which  end  of  the  line  is 
"grounded,"  but  rather  the  potential  of  the  surface  to  which  it  is  grounded. 

5.5.8  Summary 

A  50  V  pulse  in  the  source  cable  could  produce  well  over  1  V  in  a 
shielded  twisted  susceptor  if  the  ground  is  floating.  Potential  differences 
exist  along  the  ground  plane,  and  grounding  the  shielding  at  a  point  where 
the  ground  potential  is  high  can  sometimes  increase  the  voltage  induced  into 
the  susceptor  cable.  Grounding  the  shield  at  either  end — the  end  closest 
to  or  farthest  from  the  receiver — can  cause  such  an  increase.  Moreover, 
the  author  of  Ref.  13  is  somewhat  misleading  when  he  claims  that  the  "most 
likely"  transient  voltage  is  400-600  V,  since  his  source  document  (Ref.  14) 
shows  nearly  as  many  transients  in  the  800-1000  V  range,  and  few  as  high 
as  1600  V. 
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APPENDIX 


COMPARISO>:  OF  ERRORS  INCURRED  IN  EXTRAi’OLATING  MAGNETIC 
FIELD  STRENGTH  AT  VARIOUS  DISTANCES 


In  the  application  of  the  prediction  methodology,  a  method  is 
necessary  for  extrapolating  the  value  of  the  field  measured  at  a  given 
distance  (from  an  equipment  cabinet)  to  the  field  to  be  expected  at  a 
different  distance.  Experiments  have  shown  that  typical  magnetic  sources 
have  fields  varying  Inversely  as  the  cube  of  the  distance  from  the  location 
of  the  effective  center  of  the  equivalent  dipole  generating  tVie  field. 

Since  the  equivalent  dipole  is  usually  located  inside  a  cabinet,  it  is 
not  always  possible  to  know  exactly  where  the  dipole  center  in  located. 
Furthermore,  REOl  requires  measurement  of  the  magnetic  field  at  a  distance 
of  7  eras  from  the  cabinet  itself. 

Two  methods  of  extrapolation  that  have  been  prot-osed  are;  (1)  use 
an  inverse  distance  squared  law  where  the  distance  is  measured  to  the 
perimeter  of  the  cabinet,  or  (2)  use  an  inverse  cube  law  but  estimate  the 
position  of  the  dipole  in  the  cabinet. 

A. 1  Mathematical  Analysis 


Figure  A.l  shows  the  geometrical  arrangement.  The  reference  point  is 
the  location  of  the  cabinet  boundary,  r^  is  the  distance  from  the  point  at 
which  the  measurement  has  been  made  to  the  reference  point  (7  ems  for  REOl). 
r  is  the  distance  from  the  point  at  which  the  field  magnitude  is  desired  to 
the  reference  point,  rj.  is  the  distance  from  the  point  at  which  the  true 
equivalent  dipole  source  is  located  within  the  cabinet  from  the  cabinet 
boundary  (reference  point),  and  correspondingly  tg  is  the  distance  from  an 
assumed  location  of  the  source  to  the  reference  point. 


In  terms  of  these  distances,  the  true  field  at  the  location  defined 
by  r  is  given  in  terms  of  the  equivalent  dipole  strength  of  the  source  M 
by  " 
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and  the  true  field,  the  point  at  which  the  measurement  is  made  (defined 
by  distance  r^)  is  given  by 
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Now,  if  it  is  assumed  that  r^,  is  equal  to  zero  and  the  field  varies 
as  1/r^  (case  1  above),  the  predicted  field  at  r  is  given  by 
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then  the  ratio  of  the  predicted  field  to  the  true  field  is  given  by 
Eq.  A-3  divided  by  Eq.  A-1 
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To  deal  with  Eq.  A-2  above,  one  must  assume  a  value  for  r  ,  namely 

3  _  ^ 

r  and  use  the  1/r  variation  dependence.  Then  the  predicted  field  at  r 

d. 

is  given  by 
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utilizing  Eq.  A-2  and  applying  an  inverse  cubed  correction.  The  ratio  of 
the  predicted  field  to  the  true  field  is  given  by  the  ratio  of  Eqs.  A-5  and 
A-2,  resulting  in 
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Figure  A. 2  is  a  plot  of  Eq.  A-4  expressed  in  dB  as  a  function  of  the 
extrapolated  distance  location.  Note  that  it  has  been  assumed  that  a  true 
value  has  been  measured  at  a  distance  of  7  cms.  Of  course,  the  ratio  will 
depend  on  the  true  location  of  the  dipole  source  and  this  is  plotted  as  a 
parameter.  Note  that  the  maximum  error  for  these  parameters  is  approxi¬ 
mately  14  dB  with  the  predicted  value  being  too  small  in  most  cases. 
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Figure  A-l  Geometrical  Arrongement 
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Equation  A-6  is  plotted  on  Fig.  A. 3  in  terms  of  the  ratio  of  the 
assumed  distance  to  the  true  distance  of  the  dipole  source  within  the 
cabinet.  If  the  assumed  and  true  distances  are  the  same,  there  is  no 
error  at  any  distance.  If  the  assumed  and  true  distances  are  off  by  a 
factor  of  2  to  1  there  is  an  error  of  about  6  or  7  dB  out  to  a  distance 
of  50  cms  and  10  to  12  dB  out  to  a  distance  of  100  cms.  Within  a  distance 
of  about  25  cms  (10  Inches)  errors  in  the  true  and  assumed  distances  up  to 
5  to  1  produce  errors  in  estimated  field  strength  up  to  approximately  10  dB. 

A. 2  Discussion 

If  one  uses  the  inverse  square  relationship,  for  an  equivalent  dipole 
source  located  in  the  center  of  a  cabinet  which  is  approximately  one  foot 
in  dimension,  a  value  of  r^  15  cms  (6  Inches)  applies.  In  this  case,  errors 

of  the  order  of  6  dB  on  the  low  side  in  the  estimated  field  level  are  likely 
to  be  experienced.  One  can  reduce  the  risk  of  underestimating  the  field  by 
adding  a  factor  of  6  dB  to  the  field  predicted  on  the  basis  of  the  inverse 
square  law.  For  such  a  size  cabinet  the  use  of  the  inverse  cube  law  with 
the  assumption  that  the  source  lies  at  the  center  of  the  cabinet  will  probably 
produce  more  accuracy  in  the  predicted  field  level  than  the  inverse  square 
law  without  the  correction  factor.  However,  with  suitable  care  either 
technique  can  he  used  with  the  provision  that  in  the  case  of  marginally 
satisfactory  results  some.  Investigation  should  be  made  of  the  true  location 
of  the  dipole  source. 

A. 3  Recommendation 

In  the  absence  of  detailed  information  on  source  location,  it  is 
recommended  that  an  inverse  distance  squared  plus  6  dB  law  be  used  in 
estimating  magnetic  field  levels  from  equipment  cabinets.  Wliere  reasonably 
accurate  location  information  is  available,  the  inverse  cube  law  should  be 
used  for  greater  accuracy. 
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